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Preface 



This manual provides detailed information for in- 
stalling, operating, and routinely maintaining the 
Texas Instruments Omni 800* Model 820 
Keyboard Send-Receive (KSR) data terminal iden- 
tified by model code 821 . Users of Model 820 KSR 
with model code 820 should refer to manual 
999854-9701 . The model code of your terminal is 
found in the third, fourth and fifth digits of the 
unit serial number; e.g., 04821-99999. 

PART 1. OPERATOR'S MANUAL 

Provides information required by all users. 

Section 1. Familiarization with the Model 
820 KSR: This section briefly 
describes the Model 820 Keyboard 
Send-Receive (KSR) terminal and 
its features. 

Section 2. Preparing the Model 820 KSR 
for Operation: This section ex- 
plains the procedures necessary to 
initially install and prepare the 
Model 820 KSR Terminal for 
operation. 

Section 3. Basic Terminal Operations: This 
section explains the normal modes 
of terminal operation. 

Section 4. Changing the Operating 
Parameters: This section contains 
reference information concerning 
the operating parameters and 
methods for reviewing, entering, 
and changing these parameters. 



Section 5. Using the Format Control 
Capability: This section describes 
the use of the FORMAT Control 
(Standard), and the Device/ Forms 
Control option (Operator Com- 
mand Set). The option may or may 
not be present on your Model 820 
KSR. 

Section 6. Using the Printer Control, Con- 
figuration, Protected Answer- 
back Memory, and Keyboard 
Options. This section contains in- 
formation on these options. They 
may or may not be installed on 
your Model 820 KSR. 

PART 2. SYSTEM MANUAL 

Provides information required by programmers 
and system analysts. 

Section 7. Communications Interface: This 
section provides detailed descrip- 
tions of line communication 
characteristics and information 
about cables and cable connec- 
tions. 

Section 8. Model 820 KSR Communica- 
tions System Operating 
Characteristics: This section pro- 
vides detailed information on the 
Model 820 KSR communications 
system operating characteristics. 

Section 9. Line Command and Control Se- 
quences: This section provides 
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detailed information on commands 
and control sequences for which 
the terminal has a response. 



Section 10= Preventive Maintenance and 
Self-Test Procedures: This sec- 
tion provides general maintenance 
procedures and tests which may 
be performed by the operator, and 



detailed self-tests which may be 
performed by systems personnel. 

Appendixes: Information not directly related to 
operating the Model 820 KSR, but 
useful for reference purposes, is 
provided in Appendixes A through 
D . See the Table of Contents for 
specific appendix subject matter. 

Index: Alphabetical listing of the major 

paragraphs of this manual. 
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Part 1. Operator's Manual 



Section 1 



Familiarization with the Model 820 KSR 



1.1 INTRODUCTION 

The information in this section is intended to aid 
the operator in becoming familiar with the Model 
820 KSR. Detailed operating procedures are 
described fully in subsequent sections. Basic in- 
formation concerning the names and locations of 
operator controls, indicators, and reference 
materials are provided in this section. References 
to other sections are included where appropriate. 

The OMNI 800* Model 820 Keyboard Send- 
'Receive (KSR) Data Terminal illustrated in Figure 
1-1 operates similarly to a standard office 
typewriter with one exception: when appropriate 



cable connections are made, the Model 820 KSR 
can communicate (send and receive information) 
with other data processing equipment. 

The Model 820 Keyboard Send-Receive (KSR) 
Terminal is a microprocessor-based, multi-copy, 
impact terminal. Fully self-contained, the Model 
820 KSR offers both rear and bottom paper feed 
and can be operated on a desk or a terminal stand. 
The Model 820 KSR utilizes a 9x7 matrix/- 
character font for legible print quality and prints 
up to 150 characters per second. The terminal 
operating parameters are configurable directly 
from the typewriter-style keyboard. This allows a 
high degree of operator control of the terminal. 



PRINTER 




OPERATOR REFERENCE CARDS 



OPERATOR PANEL 

• CONTROL PANEL 

• SPECIAL FUNCTION KEYS 

• TYPEWRITER KEYBOARD 

• NUMERIC KEYPAD (OPTIONAL) 



Figure 1-1. Omni 800 Model 820 KSR Data Terminal 
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The Model 820 KSR is a member of the 820/825 
group of Electronic Data Terminal products. Many 
of its characteristics and features are implemented 
on the other members of this product group. The 
familiarization process among the 820/825 KSR 
group of products is greatly reduced by the fact 
that operational procedures generally correspond 
between terminal models within the 820/825 pro- 
duct group. 

The Model 820 KSR is composed of the following 
major components: operator's panel, operator's 
quick-reference cards, printer mechanism, base 



and cover assemblies, and rear panel connectors 
for ac power and communications (line interface) 
cables,, 



1.2 OPERATOR'S PANEL 

The operator's pane! of the Model 820 KSR is 
divided into three sections: the control panel, the 
keyboard, and the optional numeric keypad. The 
operator's panel is illustrated in Figure 1-2. An in- 
troduction to each of the controls and indicators is 
described in this section. 




Figure 1-2. Model 820 KSR Operator's Panel 



1.2.1 Control Panel 

The control panel located on the left of the ter- 
minal is shown in Figure 1-3. A brief discussion of 
the control panel functions follows. 

1.2.1.1 LINEWLCL Switch. The Line/*/LCL 
switch is a three-position switch used to select the 
operating modes of the Model 820 KSR. These 
operating modes are explained in Section 3. 

1.2.1.2 VIEW/OFF Switch. The VIEW/OFF 
switch provides for enabling or disabling the view 
feature of the Model 820 KSR which allows the in- 
spection of the last printed character. (Refer to 
Section 3 for additional information.) 

1.2.1.3 LINE RDY and CARR RCV 
Indicators. These two indicators provide status 



information when the IINEWICI switch is set to 
the LINE or • (Standby) position. (Refer to Sec- 
tion 3 for more information.) 

1.2.1.4 Terminal Status Display (TSD). This 
three-digit numeric indicator normally displays the 
number of the next print column (e.g., if the last 
character is printed in column 100, the TSD 
displays 101). The TSD also displays other infor- 
mation such as error status and line number. 
(Refer to Section 3 for a detailed description.) 

1.2.1.5 Special Function Keys. There are five 
momentary pushbuttons on the control panel: 
BREAK, RESET, FORM ADV, and two paper 
alignment keys (t) (4). These switches are 
described in detail in Section 3. 
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1.2.1.6 Optional Features. If the Model 820 is 
equipped with an alternate character set (APL) 
keyboard, a third switch will be installed in the 
control panel area. This switch selects which 
character set is printed by the terminal, and its 
operation is detailed in Section 6. An extra in- 
dicator is also added to display the character set 
selection status. 



TERMINAL STATUS DISPLAY (TSD) 




SPECIAL FUNCTION KEYS 




-OPERATING MODE 
CONTROLS 



PRINT VISIBILITY 
CONTROL 



Figure 1-3. Model 820 KSR Control Panel 
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Figure 1-4. Optional Numeric Keypad 



1.3 OPERATOR REFERENCE CARDS 

A set of Operator Reference Cards is contained in 
the convenient pull tab tray located at the front 
left corner of the terminal as shown in Figure 1-1. 
These pull out cards provide a handy source of in- 
formation concerning terminal operation. The 
same information is contained in an expanded for- 
mat in Appendix D of this manual. 



1.2.2 Keyboard 

The typewriter-like keyboard provides the means 
to enter data for transmission and/or printing. The 
keyboard of the Model 820 KSR is shown in Figure 
1-2. The alphabet, symbol, and punctuation keys 
are arranged like a standard typewriter. All keys 
that produce printable characters have typomatic 
action, which means that a key held pressed for 
longer than 0.6 second causes that character to be 
repeated automatically at a rate of 10 characters- 
per-second until the key is released. A detailed 
description of the keyboard is given in Section 3. 

1.2.3 Numeric Keypad Option 

The numeric keypad option provides the 18-keys 
shown in Figure 1-4. The ENTER key, user- 
programmable from the keyboard, can be set to 
generate up to a three-character sequence when 
pressed. (Refer to Sections 4 and 6 for additional 
information.) 



1.4 INTERNAL CONTROLS 

The Model 820 KSR has three internal controls; 
these controls adjust the terminal to accept 
various widths and thicknesses of paper in the 
printer, and assist in selecting the operating 
modes of the terminal. The locations of these in- 
ternal controls are shown in Figure 1-5. The con- 
trols are discussed in the following paragraphs. 

1.4.1 Configure/Operate Switch 
The CONFIGURE/OPERATE switch is located 
under the terminal cover to the left of the 
operator's panel. Terminal operating parameters 
can be changed when this switch is placed in the 
CONFIGURE position. (Refer to Sections 3 and 4 
for more detailed information on the use of this 
switch.) 
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CONFIGURE/OPERATE SWITCH 



Figure 1-5. Model 820 KSR Internal Control Locations 



1 A2 Forms Width Adjustment 

The Model 820 KSFt printer mechanism can be ad- 
justed to accept paper widths from 76 mm (3.0 
inches) to 378 mm (14.9 inches). Forms width ad- 
justment is accomplished by repositioning either 
or both of the tractor mechanisms that engage the 
sprocket holes on the paper. (Refer to Section 2 
for directions on how to load and adjust paper.) 

1 A3 Forms Thickness Adjustment 
A lever adjustment on the printer mechanism 
enables the terminal to accept various thicknesses 
of forms up to one original and five copies. (Refer 
to Section 2 for use of the adjustment lever.) 



1.5 REAR PANEL 

On the rear panel of the terminal is the power cord 
receptacle, the power switch, and the com- 
munications interface connection. The rear panel 
of the Model 820 KSR is illustrated in Figure 1-6. 



1.5.1 Power Receptacle 

The standard Model 820 KSR is equipped with an 
I EC standard three-prong power receptacle, 
mounted on the rear panel of the unit. The ter- 
minal is also supplied with a three-conductor 1.8 
meter (6-foot) power cord. 

1.5.2 Power ON/OFF Switch 

The power ON/OFF switch is located on the rear 
panel of the Model 820 KSR as shown in Figure 

1-6. 



1.5.3 Communications Interface Connector 
The standard Model 820 KSR terminal is equipped 
with one 25-pin, female communications interface 
connector mounted on the rear panel. This con- 
nector provides the interface connections for 
communications with an external device. See 
Section 7 for detailed information concerning the 
interface specifications and requirements for us- 
ing this connector. An optional 9-pin connector 
may be installed here if the Model 820 KSR is 
equipped with the current-loop option. 
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COMMUNICATIONS 
INTERFACE CONNECTOR 



POWER CORD RECEPTACLE 
ON/OFF POWER SWITCH 




Figure 1-6. Model 820 KSR Rear Panel Component Locations 



1.6 DETERMINING THE KSR HARDWARE 
CONFIGURATION 

Underneath the cover and to the left of the paper 
loading instructions is a label titled PRINTER 
CONFIGURATION (Figure 1-7). 

Either an X or a ^ placed on the configuration 
label, as in the illustrated sample, identifies the 
standard and optional equipment installed on your 
Model 820 KSR. Table 1-1 defines the configura- 
tion label abbreviations. 



X 820 


X KSR 




825 


RO 




PRINTER CONFIGURATION 




X BSC X 115V 


220V X 


CSA 


PSF PCF 


MFG 




KEYBOARD OPTION 






KFS KFN KES 


KEN 


KCP 


KAS KAN KKS 


KKN 


KAP 


COMMUNICATION OPTION 




KKP 


CAC CTY 






CONFIGURATION OPTION 






MDP MPP MAP 


MHP 




CHARACTER SET SUBOPTION 






UKF DNF SFF 


FRF 


GRF 


SPF SPT 



Figure 1-7. Printer Configuration Label 
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Table 1-1. Model 820 KSR Hardware Configuration Abbreviations 



Printer Configuration 


BSC 


Basic Model 820 KSR 


115 V 


115 volt operation 


220 V 


220 volt operation 


CSA 


Standard EIA RS-232-C interface 


PSF 


Standard printer (10 characters per inch) 


PCF 


Compressed print option (10 and 16.5 
characters per inch) 


MFG 


Device/ Forms Control (DFC) option 


Communication Options 


CTY 


20-mA dc current loop 


Configuration Options 


MOP 


Default configuration option 


MPP 


Protected configuration option 


MAP 


Protected answerback memory option 


MHP 


Protected answerback memory option, 
HERE IS key disabled 



Note: 

1. Not available with ROM sets 03B/04B, 05B/06B, 
07B/08B. To determine which ROM set is installed in 
your terminal, refer to paragraph 10.3.2.4, ROM 
Identification Report. 



Character Set Suboptions 


UKF 


United Kingdom ASCII 


DNF 


Danish/ Norwegian ASCII 


SFF 


Swedish/ Finnish ASCII 


FRF 


French ASCII 


GRF 


German ASCII 


SPF 


Spanish ASCII 1 


SPT 


Spanish ASCII (Text editing) 1 


Keyboard Suboptions 


KFS 


Full ASCII Keyboard 


KFN 


Full ASCII Keyboard with Numeric Keypad 


KES 


European Keyboard 


KEN 


European Keyboard with Numeric Keypad 


KAS 


API Keyboard 


KAN 


APL Keyboard with Numeric Keypad 


KKS 


Katakana Keyboard 


KKN 


Katakana Keyboard with Numeric Keypad 


KCP 


RO Control Panel 


KAP 


APL RO Control Panel 


KKP 


Katakana RO Control Panel 
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Section 2 



Preparing the Model 820 KSR for 

Operation 



2.1 GENERAL 

This section explains the procedures which 
prepare the Model 820 KSR terminal for normal 
operation. 



2.2 SPACE REQUIREMENTS 

The terminal occupies a flat surface area 66.0 cen- 
timeters (26 inches) wide by 60.9 centimeters (24 
inches) deep including cable clearance of 7.6 cen- 
timeters (3 inches). See Figure 2-1 for terminal 
outline dimensions. Space (approximately 2 
inches oft each side of the printer) must be provid- 
ed for adequate ventilation, and care must be 
taken that the cooling fan intake and exhaust 
louvers (on either side of the terminal) are not 
blocked. An unobstructed paper feed path must 
be provided behind or below the terminal for the 
paper supply. A method of holding the printed 
output must also be provided if the optional paper 
basket accessory is not used. The terminal should 
be so located as to allow easy access to the 
operator controls. The terminal should not be 
placed in an environment where humidity, 
temperature, or other specifications listed may be 
exceeded. A sturdy table capable of adequately 
supporting 18.6 kilograms (41 pounds) is suitable 
if the optional floor mounting stand is not used. 
Regardless of the mounting selected care must be 
taken to ensure that the paper chute underneath 
the printer does not bear any weight of the ter- 
minal and is not subjected to any pressure which 
could deform it. 





Figure 2-1. Model 820 KSR Terminal 
Dimensions 



2.3 ATTACHING THE POWER CORD 

The standard Model 820 KSR Terminal is supplied 
with a 1.8 meter (6 foot) three-conductor power 
cord. Install the terminal near a three-prong 
grounding wall receptacle which supplies the ap- 
propriate type power and is capable of accom- 
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modating the three-conductor plug on the power 
cord. The hardware configuration label will in- 
dicate which type of power (paragraph 1.6) your 
terminal can use (115 or 220 Vac, 50-60 Hz). 



WARNING 

Do not attempt to use a receptacle 
that will not accommodate the 
three conductor plug. Do not cut the 
grounding prong from the plug. An 
electrical shock hazard may result 



For your personal safety, as well as correct opera- 
tion, this terminal must be grounded by plugging 
the power cord into a mating three-prong recep- 
tacle, grounded in accordance with the National 
Electrical Code and local codes and ordinances. 
Any of the following conditions can pose a possi- 
ble safety hazard or result in terminal malfunction: 

• Open safety ground 

• Safety ground connected to neutral or 
hot 

• Safety ground connected to conduit only 

• Hot and neutral connections reversed in 
receptacle (115V systems) 

If a properly wired wall receptacle is not available 
it is the responsibility and obligation of the user to 
have such a receptacle installed by a qualified 

electrician. 

For satisfactory operation, it is recommended that 
the terminal not be installed on the same ac 
branch circuit with copying machines, water 
coolers or similar appliances which produce power 
line transients. If terminal malfunctions occur as a 
result of the operation of such devices, it is the 
user's responsibility to relocate the terminal to a 
different branch circuit or to install appropriate 
transient suppression devices. 

When installing the power cord, ensure that the 
power ON/OFF switch is in the OFF position. At- 
tach the female end of the power cord to the 
power cord receptacle located on the rear of the 
terminal. The male plug may then be plugged into 
the wall receptacle. 



2.4 LOADING PAPER 

The Model 820 KSR terminal will accommodate 
continuous form paper with standard sprocket 
holes on each edge in widths from 76.2 mm to 
377.8 mm (3 inches to 14.875 inches). Using either 
the rear chute or the bottom chute (Figure 2-2), 
single or multipart forms (one original and up to 
five copies) can be printed on paper with the 
following weight specifications: 

• Single Part Forms: 

15 pound minimum 

• Multiple Part Forms: 

Original: 12 pound maximum 

Copies: 12 pound maximum 

Carbon Paper: 7.5 pound maximum 

Card stock up to 0.254 mm (0.010 inch) can be 
used as either single-part or last-copy-only using 
the bottom chute. In any case, the total form 
thickness should not exceed 0.533 mm (0.021 
inch). 




PATH B 

Figure 2-2. Paper Loading Instructions 

To lift the terminal cover, position fingers 
underneath each end of the front of the terminal 
cover and pull upwards. 

NOTE 

Considerable effort may be required. 

To load paper in the printer, lift the terminal cover 
and: 

1 . Open the flaps on both tractors. 



2-2 



2. Move the printhead away from the platen 
by moving the adjust lever toward the 
keyboard. 

3. Feed the paper into the paper chute at the 
rear (Path A, printing side down) or up 
through the bottom (Path B, printing side 
forward) until the paper appears at the 
platen (Figure 2-2). 

4. Loosen the locking lever on the right trac- 
tor and adjust the tractor as necessary to 
accommodate the paper. 

5. Place the paper in both tractors so that 
the holes in the paper are engaged in cor- 
responding tractor pins. 

6. Close the tractor flaps. Adjust the right 
tractor as necessary to remove the slack 
in the paper and tighten the locking lever. 

7. Check that the paper supply is aligned in 
the paper chute. (Paper must not rub the 
sides of the paper chute.) 

8. Readjust printhead lever (see paragraph 
2.7) and close top. 

CAUTION 

To prevent possible damage to the 
printhead do not attempt to print 
without the paper and ribbon in- 
stalled. 



2.5 INSTALLING THE RIBBON 

The Model 820 KSR printer uses a 40-yard long by 
12.7 mm (0.5 inch) wide nylon ribbon (Tl Part No. 
2246601-0001) mounted on two spools. 




Figure 2-3. Ribbon Installation Instructions 



CAUTION 

To prevent possible damage to the 
printhead do not attempt to print 
without the paper and ribbon in- 
stalled. 



To install ribbon in the printer, lift the terminal 
cover and: 

1 . Move the printhead away from the platen 
by moving the adjust level towards the 
keyboard. 

2. Place a full ribbon spool on the hub with 
ribbon exiting from far side. Feed the rib- 
bon along the path as shown in Figure 2-3 
and install the empty spool, removing any 
ribbon slack. 

3. Check that the empty spool ribbon eyelet 
is between the shift arm and the spool 
and that the ribbon is between the vertical 
guides on each side and printhead. 

4. Readjust printhead (see paragraph 2.7) 
and close cover. 

2.6 SWITCHING POWER ON 

To switch the power on proceed as follows: 

1 . Ensure that the LINEWLCL switch is set 
to the LCL position (lower edge de- 
pressed). 

2. Set the power switch located on the rear 
panel next to the power cord, to the ON 
(up) position. 

Observe that all control panel indicators il- 
luminate, the terminal status display (TSD) 
displays an 888 code, and the printhead aligns 
with the left margin. The normal termination of 
this sequence is indicated when a short audible 
tone is generated by the terminal. At this time the 
TSD will display the column number where the 
printhead is positioned (the left margin). 

If a failure occurs during the switch-on sequence, 
the terminal will indicate the failure by sounding a 
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long audible alarm tone and by flashing an error 
condition code in the TSD. See Section 3 for fur- 
ther explanation of the error conditions. 



2.7 ADJUSTING THE PRINTHEAD 

The printhead may be adjusted for various forms 
or paper thicknesses by moving the forms 
thickness adjustment control lever toward the ter- 
minal operator's panel (FRONT of terminal) for 
thicker (multicopy) paper or toward the tractor 
mechanism (REAR of terminal) for thinner (single 
copy) paper as illustrated in Figure 2-4. 

To check for satisfactory adjustment of the con- 
trol lever positioning, print some characters and 
observe the results: 



2.8 INITIATING A PRINT TEST 

After the initial preparation for the operation of 
the Model 820 KSR (paragraphs 2.3 through 2.7) 
have been completed, you may wish to run a print 
(barberpole) test. The procedure is as follows: 

1. Place the IINE/VICI switch to LCL 
(lower edge depressed) 

2„ Simultaneously depress: 

I CTRL I [SHIFTl Q] 



The terminal will respond by printing 
characters on the paper at the maximum 
print speed. 



1. Place the LINEWLCL switch in the LCL 
or • (STANDBY) position. 

2. Depress one of the alphabetic or numeric 
keys on the keyboard. 

a. If the characters are not fully formed 
or appear too light, move the lever 
toward the rear of the terminal. 

b. If the characters are extremely dark 
or ribbon smudging occurs, move 
the lever toward the front of the ter- 
minal. 



NOTE 

This print test will print within the 
defined margins which will be at the 
maximum values (full width of the car- 
riage) when the Model 820 is delivered. 
If your paper is less than 14 inches 
wide, you should set the right margin 
(see Section 5) prior to running this 
test. 



3. To terminate the test depress: 




A detailed description of this test is contained in 
Section 10. Figure 2-5 contains a sample of a 
barberpole test pattern. 




RONT (THICKER) 



Figure 2-4. Forms Thickness 
Adjustment Control 
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- - / 0 1 23456789 : ; 0>?@ABCDEFGH I JKLMNOPQRSTUVWX YZ t \ 1 a b cdef ghi J klmn o p«=i r 
. / 0 1 23456789 : ; <=>?© ABCDEFGH I JKLMNOPQRSTU VW X Y Z C \ 3 A - a b c d e f s h i J k 1 mn o p<* r s 
/ 0 1 23456789 : ; <»?@ABCBEFGH I JKLMNOPQRSTUVWX Y Z C \ 3 _ ab c de f 9 h i J k 1 mn o pq r s t 
0 1 23456789 : ; <»?@ABCDEFGH I .JKLMNOPQRSTUVWX YZ C \ 1 * _ % " ab c de f s h i J k 1 mn o r s t u 
1 23456789 : ; <=>?®ABCDEFGH I JKLMNOPQRSTUVWX Y Z C \ ] ^_ s ab c de f 9 h i J k 1 mn o pqr s t uv 
23456789 : ; <=>?@ABCDEFGH I JKLMNOPQRSTUVWX YZ C \ ] N - ab c de f 9 h i J k 1 mn o pq r s t u vw 
3456789 : ; <=>?© ABCDEFGH I JKLMNOPQRSTUVW X Y Z C \ 3 A _ ab c de f 9 h i J k 1 mn o p<* r s tuvwx 
456789 : ; <»?@ABCDEFGH I JKLMNOPQRSTUVWX YZ I \ 3 " v _ "abcdef ghi J kl mn o p«* r s t u vuixy 
56789 : ; < = > ? S A B C DEF GH I JKLMNOPQRSTUVWX YZ I \ 3 "abcdef gh iJ k 1 mn o pi r s t u vuixyz 
6789 : ; <»?@ABCDEFGH I JKLMNOPQRSTUVWX YZ C \ 3 '" ab c de f 9 h i J k 1 mn o p«r r s t u vuixy z i 
789 : ? <=>?@ABCDEFGH I JKLMNOPQRSTUVWX YZ C \ 3 ab c de f 9 h i J k 1 mno pq r s t u vuixy z i i 
89 : 5 <=>?@ABCDEFGH I JKLMNOPQRSTUVWX Y Z C\3' v _ s, abcdef 9hiJ kl mnop^rs t u vuixy z { ! } 
9s ;<=>?@ABCDEFGHIJKLMNOPQRSTUVWXYZC\3' v « N abcdef9hiJklmr.opqrstuvuixYz{ S }~ 
: - 0>?@ABCDEFGH I JKLMNOPQRSTUVWX YZ C \ 3 ab c de f g h i J k 1 mn o ps r s t u vuixy z { i > ~ 

A. STANDARD PRINTING TEST 



/0123456789: ; OOT^DEFGHIJKL!^^ )~ ! "•«*' ( )§♦, -. /0123456789: ; (=>?tA 

. /0123456789: K=>?«ABCDEFGHI JKLHNOPQiST^^ ! *HW ( >*+, -. /0123456789s ; 0>?«AB 

/0123456789: K=>?«ABCDEFGHIJK^^ )~ ! ( ) -. /0123456789: ;(=>?tABC 

0123456789: ; OOT^DEFGHI JKL)^^ i}~ ! m mk' ( )*+»-. /0123456789: ;<=>?«ABCD 

123456789: K=>7tABCDEFGHIJ0Jf«PQRS ! B t$Wi / ()*+,-. /0123456789:;<=>?«ABCDE 

23456789: ;<=>?«AttDEFGHIJK^^ >~ ! ( >*♦>-. /0123456789: ;<=>?tABCDEF 

3456789: ;<=>?tABCDEFGHI^^ !"#$X« I / ()*+,-./0123456789:;<:=>?tABCDEFG 

456789: ;<=>?«ABCDEF^ !"•*»' <)*+»-. /0123456789: ; <=>?«ABCDEFGH 

56789: 5<=>?WBCI£FGHIJKUf«PQRSTUW ! )~ ! **%W (>*♦,-. /0123456789: ; <=> 7 tABCDEFGHI 

6789: ; <=>?«ABCDEFm >~ ! a HW ( )*+, /0123456789: ? <=>?«ABCDEFGHI J 

789: K=>?*ABCDEFGHIJK^^ ! *nW ()*+,-. /0123456789: ;<=>?«ABCDEFGHIJO 

89:;<=>?tABCDEFGHIJ^^ ! -fSXSt' ( ~. /0123456789: ; <=>?«ABCDEFGHI JKL 

9:K=>?^DEFWIJiaJ1M0PQRSTUVWXYZC\3 A - ! "tltt' ()*♦,-. /0123456789: ; C=>?«ABCDEFGHIJ(U1 

:;<=>?IAKDEF(M^ !-|$X& / ()*+,-./0123456789:;<=>?mDFGHIJI^ 

B. COMPRESSED PRINTING TEST 



Figure 2-5. Sample Barberpole Test Results 
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Section 3 
Basic Terminal Operations 



3.1 INTRODUCTION 

This section explains the normal modes of opera- 
tion and the manual operational characteristics of 
the Model 820 KSR terminal. 



3.2 OPERATING MODES 

The Model 820 KSR provides three normal modes 
of operation, selectable from the operator control 
panel: 

Local (LCD 

Standby (•) 

Line (LINE) 

and one special operating mode, the CONFIGURE 
mode. These four modes are controlled by two 
switches: the LINEWLCL and CON- 
FIGURE/OPERATE switches. 

3.2.1 CONFIGURE Mode 

To reduce the number of switches and knobs the 
operator must use, the operating parameters of 
the Model 820 KSR are controlled by an internal 
computer (microprocessor). The special CON- 
FIGURE mode enables the operator to com- 
municate directly with the internal computer to set 
up or change the operating parameters. All com- 
mands are simple sequences entered via the ter- 
minal keyboard. When the terminal operating 
parameters must be changed (reconfigured), the 
operator need only switch the LI NEW LCL switch 
to LCL and the CONFIGURE/OPERATE switch to 
CONFIGURE to enter the configure mode and 
enable command entries via the keyboard. When 
the command entries are completed and the CON- 



FIGURE/OPERATE switch is returned to the 
OPERATE position, any one of the three normal 
operating modes (Local, Standby, or Online) is 
available to the operator. The use of the CON- 
FIGURE mode is described in detail in Section 4. 

3.2.2 Local (LCL) Mode 

When the LINEWLCL switch is placed in the LCL 
position, the terminal has characteristics similar to 
a typewriter. It can not communicate with any 
other equipment. 

3.2.3 LINE Mode 

The LINE position of the LINE/VLCL switch 
places the Model 820 KSR ONLINE. This means 
that the terminal may communicate with the 
equipment that is connected to it. 

3.2.4 Standby (•) Mode 

Standby is the middle position of the LINE/»/LCL 
switch, indicated by the • on the side of the 
switch. If your system permits, this mode enables 
you to put a temporary "hold" on a call that is in 
progress without disconnecting the call. 



NOTE 

Certain combinations of the CON- 
FIGURE/OPERATE and LINE/VLCL 
switch positions are defined to be in- 
valid. If one of these invalid combina- 
tions is accidentally entered, the Model 
820 KSR will immediately begin a 
rapidly repeating audible alarm signal. 
Operations will remain suspended and 
the alarm will continue until a valid 
combination of the switch positions is 
entered. 
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Table 3-1. Switch Conflicts 



Valid switch combinations are 


LINE/«/LCL Switch 
LCL 

LCL 

® (Standby) 
LINE 


CONFIGURE/OPERATE Switch 
CONFIGURE 
OPERATE 
OPERATE 
OPERATE 


Invalid switch combinations are 


LINE/«/LCL Switch 
• (Standby) 
LINE 


CONFIGURE/OPERATE Switch 
CONFIGURE 
CONFIGURE 



3.3 KEYBOARD 

The keyboard provides the means to enter data for 
transmission and/or printing. The keyboard of the 
Model 820 KSR is shown in Figure 1-4. The 
alphabet, symbol, and punctuation keys are ar- 
ranged like a standard typewriter. Printable 
characters generated from the keyboard while the 
terminal is in the Local or Standby (•) operating 
mode will be printed by the terminal; valid control 
characters will cause the printer to perform the ap- 
propriate action (e.g., line feed). Characters 
generated from the keyboard while the terminal is 
in the LINE operating mode and connected to an 
active communications link, will be transmitted on 
the communications link. Characters generated in 
the LINE mode will not cause any action by the 
terminal's printer unless the local copy operating 
parameter has been enabled. 



All keys that produce printable characters have 
typomatic action, which means that a key held 
pressed for longer than 0.6 second causes that 
character to be repeated automatically at a 10 
characters-per-second rate until the key is re- 
leased. 

3.3.1 Shift and Upper Case Keys 

The SHIFT key(s) are used for the same purpose 
on the Model 820 KSR as on a standard office 
typewriter. If one of the alphabet keys (A through 
Z) is pressed while holding a SHIFT key pressed, 
the keyboard will generate uppercase characters 
(i.e., capital letters). Without holding the SHIFT 
key depressed the terminal will generate lower- 
case letters. If one of the nonalphabetic "two- 
function" keys (such as the !/1 or the + / = keys 
which have two labels on them) is pressed while 
holding a SHIFT key pressed, the character or 
function appearing on the upper half of the key 
will be generated. Without holding the SHIFT key 
pressed (i.e., unshifted) the terminal will generate 
the character or function identified on the lower 
half of the key. 

The UPPER CASE key is a special alternate action 
locking key. If this key is locked in the down posi- 
tion, the keyboard will generate only uppercase 
(capital) letters. The keyboard cannot generate 
lowercase alphabet letters when the UPPER 
CASE key is locked in the down position. Only the 
alphabet letters A through Z are affected by the 
UPPER CASE key. 



3.3.2 CTRL Key 

Although use of the CTRL (control) key is general- 
ly restricted to communication operations, it is 




Figure 3-1. Control Character Layout 



3-2 



also used in some of the self-test features of the 
Model 820 KSR. By pressing and holding the 
CTRL key in the down position the keys of the 
keyboard will generate special control character 
codes. The keyboard layout with the CTRL key 
depressed is shown in Figure 3-1. (See Section 9 
for a detailed explanation of the Model 820 KSR 
usage of the control codes.) 

3.3.3 Special Control Keys 
The ESC, TAB, BACKSPACE, HERE IS, LINE 
FEED, DEL, and RETURN keys are special control 
keys whose operation depends upon the 
operating mode of the Model 820 KSR as con- 
trolled by the LINE/WLCL switch. 

When the Model 820 KSR is in local (LCD or 
standby (•) mode, the keyboard is connected 
directly to the printer and all typed characters will 
be printed. In these modes the RETURN, 
BACKSPACE, and LINE FEED keys function as 
their names imply. When the RETURN key is 
pressed, the printhead returns to the left margin. 
The BACKSPACE key moves the printhead to the 
left one character space. When the LINE FEED 
key is pressed, the printer advances the paper one 
line space. 

The ESC key is used to initiate special control se- 
quences which can be used to modify the format 
of the printed data. If the device/forms control 
(DFC) option is installed in your terminal, the TAB 
key will cause the printhead to advance at high 
speed to the next column where a tab stop has 
been set. (See Section 5 for an explanation of the 
format control capability of the Model 820 KSR.) 

When the Model 820 KSR is in the LINE mode, the 
HERE IS key initiates the transmission of a pre- 
defined answerback memory message. (See Sec- 
tions 4 and 8 for further details of the answerback 
memory operation.) 

When the Model 820 KSR is in the special CON- 
FIGURE Mode the TAB, DEL, and RETURN keys 
are used as special command keys. (See Section 4 
for an explanation of CONFIGURE mode opera- 
tion.) 

3.4 VIEW/OFF SWITCH 

When this two-position switch is in the VIEW 
position and no printable or control characters 



have been printed for more than 1 second, the 
printhead will move to the right to permit the last 
character printed to be viewed by the operator. 
When the printhead is positioned to the right, a 
small pointer affixed to the left side of the print- 
head indicates the position where the next print- 
able character will be printed. The printhead 
always returns to its previous position when a new 
character is received for printing. When the 
VIEW/OFF switch is in the OFF position, the 
printhead will not move to the right and the last 
printed character will remain obscured by the 
printhead. 



3.5 SPECIAL FUNCTION KEYS 

These five momentary pushbuttons, located in the 
terminal's control panel are active in the Line 
mode and with the exception of the BREAK key 
are also active in the Standby (•) and Local 
modes. Their functions are described in the 
following five paragraphs. 

3.5.1 BREAK 

The BREAK key is used to generate a timed break 
signal for use in communications protocols. The 
depression of the BREAK key will cause the longer 
of: Da 256 millisecond break signal or 2) a break 
signal to be maintained as long as the key is 
depressed. Use of the BREAK key is explained 
more fully in Section 8 of this document. 

3.5.2 RESET 

Pressing the RESET key returns the terminal to 
normal operation after an abnormal status condi- 
tion has been corrected. An abnormal status con- 
dition is indicated by a status code displayed in the 
TSB. The RESET key will also cause the printer to 
print data one line at a time, after a paper out con- 
dition is sensed. 

3.5.3 (t) 

Depression of the (t) key (Momentary Pushbut- 
ton) causes the printer to advance the paper con- 
tinuously in 1/48 inch increments until the key is 
released. The operation commences at a rate of 4 
increments (1/48 inch) every second and after 8 
steps increases to a rate of approximately 16 steps 
(1/48 inch) every second until the key is released. 

3.5.4 M 

Pressing the H) key (Momentary Pushbutton) 
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Table 3-2. Interpreting Terminal Status 
Display (TSD) Functions 



a. Print Column/Current Line Indicator 

£ 



/ / 



7T\ 



/ 



/_/ 
/ 



T 



b. Status (Display Flashing) 



171 



TVs 



I 



i 0, 1 s or 2 — indicates the next print position (001-218) 

I blank or 1 — indicates the current line number (01-99; 100-1 12) 

■ The next position to be printed 



or 



- The current line number (requires DFG option) 



Indicates an error or special mode condition exists 



-Status code 



c. Configure Mode 

i 



7T\ 



7T\ 



/ 



- Indicates the Model 820 KSR is in CONFIGURE mode 
-Configuration code 



d. Program Answerback Memory (ABM), ENTER key (numeric keypad required), or LTA Characters 



7S 



7Ts 



/ / 
/ / 



L7 
/__/ 



■ Indicates the Model 820 KSR is in CONFIGURE mode, and programming 
of the ABM message, LTA characters, or ENTER key is in progress 

• Indicates the next character position to be programmed 
(21 max. for ABM; 3 max. for ENTER; 3 max. for LTA characters) 



e. indicator Test 



ITTv 



IT! 



O 



L7 



U 
ii 



-Automatic power-up test is in progress 



causes the printer to move the paper down at a 
constant rate of 4 increments (1/48 inch) every se- 
cond until the key is released. 

3.5.5 FORMADV 

The FORM ADVance key has two functions in the 
Model 820 KSR. A momentary depression (less 
than 14 second duration) causes the printer to ad- 
vance the paper by one line. A sustained depres- 
sion ( V* second or more) causes the printer to ad- 
vance the paper to the position defined as the top 
left margin of the next form. The first operation is 
identified as LOCAL LINE FEED or LINE AD- 
VANCE; the second function is identified as 
FORM FEED or FORM ADVANCE. 

Table 3-3. 



3.6 INTERPRETING STATUS INFORMATION 

The Model 820 KSR provides operating informa- 
tion and status indications on the terminal status 
display (TSD) and other indicators on the operator 
control panel as well as by audible tone. 

3.6.1 Understanding the Terminal Status 
Display (TSD) 

The terminal status display (three-digit indicator) 
located on the control panel performs several 
functions. Its normal use is to display the column 
number of the next print position. (With the DFC 
option installed, it can also give the current line 
number. See Section 5 for details.) Other func- 
tions of the TSD include displaying error codes or 

Status Codes 



TYPE 


CODE 


DEFINITION 


ACTION REQUIRED 


I 




Power up Fault 






00 


RAM memory fault 


Equipment problem: cycle power. 




U I 




If pnnriitinn rpnASit<s pall fnr 

II l/wl IvJIMVyl 1 1 wkJwCLlw, wCIII \\J\ 




02 


ROM memory II fault 


service; error indication may be 




03 


Non volatile memory fault 


cleared by depressing RESET. 


II 




Operator Correctable 






10 


Leavino Confioure mode with 

LhWUV II IV4 vvl II lUul w 1 1 IwUw WW III 1 


Program LTA character, enable 






half duplex set, but no LTA 


operation without LTA characters, 






specified 


or enable full duplex 




11 


Carriage Jam 


Clear Jam and depress RESET 




12 


Paper Out 


Load paper and depress RESET 


III 




Abnormal Communications 






21 


Loss-of-carriertime out 


Depress RESET (Note 2) 




22 


Wrong number time out 


Depress RESET (Note 2) 




23 


Receive buffer overflow 


Depress RESET (Note 3) 




24 


Parity Error 


Depress RESET or change parity (Note 3) 




25 


Transmit Buffer overflow 


Depress RESET (Note 3) | 




26 


No activity time out 


Depress RESET (Note 2) 




29 


Invalid ESC sequence 


(Note 4) 






from Communications 








line 




IV 




Special Operating Mode 






30 


Keyboard locked 


Depress RESET or local mode 




31 


Printer off 


Depress RESET or local mode 




39 


Test in progress 


Depress RESET to terminate test 


V 




Operator Error 






]] 


Invalid ESC sequence 


Depress RESET and type valid command 






from keyboard due to improper 


sequence 






syntax or configuration conflict 





NOTES: 1 . Clearing of the error indication by depressing RESET may allow operation of the terminal, but proper operation is not 
guaranteed. 

2. Automatically reset when data set ready turns on. (Repetition could indicate data set failure.) 

3. Automatically reset when status report transmitted. 

4. This code is not displayed, but is transmitted as part of the status report. Automatically resets when status report is 
transmitted. 
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abnormal condition codes and Configure mode in- 
formation, as well as indicating when the power- 
up test is in progress. It is always possible to tell 
what type of information is displayed in the TSD 
because the leftmost character is unique for each 
type of information. Table 3-2 is a quick reference 
for interpretation of the TSD functions. 

3.6.1.1 Viewing Print Column or Line 
Count In normal operation the TSD displays the 
number of the next column to be printed by the 
printer. The numbers may range from 001 through 
218. When the Device/ Forms Control option is in- 
stalled, it is possible to convert the column in- 
dicator to a line indicator by use of escape com- 
mand sequences. Under this condition the TSD 
indicates the number of the line currently being 
printed. The line numbers may range from 01 
through 99; 100 through 112. Three-digit numbers 
less than 100 (001-09) always indicate the next 
print position. Two-digit numbers less than 100 
(01-99) always indicate the current line number. 
The numbers 100-1 12 may indicate either a line or 
column number. 

3.6.1.2 Interpreting Status Messages. When 
the TSD is flashing, an abnormal condition exists 
in the terminal. The specific condition is indicated 



by the displayed code. The codes are prioritized in 
an ascending numeric sequence (i.e., 00 has the 
highest priority, 39 the lowest). When multiple 
conditions exist, the one with highest priority is 
displayed. The next higher priority code will be 
displayed as soon as the highest priority condition 
is cleared and so on until all conditions are 
displayed and cleared. The display is cleared by 
pressing the RESET key on the control panel. The 
status codes are listed in Table 3-3 and on the 
Operator Reference Cards. 

3.6.1.3 Identifying CONFIGURE Operations. 
The TSD provides code information when the 
Model 820 KSR is in the CONFIGURE mode. 
CONFIGURE mode is identified by either a L- or a 
L, in the leftmost window. The C signifies that 
the TSD is displaying one of the enabled con- 
figuration codes. The IJ indicates that program- 
ming of the answerback memory, LTA characters, 
or ENTER key sequence is in progress with the ac- 
companying displayed digits representing the next 
character position to be programmed. CONFIG- 
URE mode operations are detailed in Section 4. 



3.6.1.4 Identifying the Power-Up Test. The 

TSD will display 888 for the duration of the 



Table 3=4. Interpreting the Audible Signal 



SIGNAL 


EXPLANATION 


Short Tone 
(1/12 sec) 


1. 


ASCII BEL character has been received. 




OR 2. 


A configuration command or locally entered ESC 
command has been accepted ■. 




OR 3. 


Power-up test has been completed successfully. 




OR 4. 


The printhead has neared the end of the 
formatted line, similar to a typewriter bell 
(only on keyboard-entered data) . 


Repeated Short Tones 


Attempt to place terminal in STANDBY or LINE 
while in the CONFIGURE mode of operation . 


Long Tone (1 sec) 


A new status code has been activated or an 
invalid entry from the keyboard * 
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automatic test that occurs when power is 
switched on. Other control panel indicators also 
will illuminate during the power-up test, providing 
a visual check of all indicators. 



3.7 INTERPRETING THE AUDIBLE TONE 

The Model 820 KSR produces an audible tone to 
provide information concerning the completion of 
certain terminal activities. Three different types of 
tones are sounded: 

1. A short tone (1/12 second) signifies com- 
pletion of a normal operation. 

2. A rapidly repeating short tone indicates 
that an attempt to enter the CONFIGURE 
mode has been made while the Model 820 
KSR is in LINE or • (Standby) mode. 

3. A long tone (1 second) signifies that a 
status code has been activated. 

Table 3-4 explains the conditions that cause the 
audible tone. 



data sets equipped with that 
option. It generates a con- 
tinuous stream of characters 
at the configured baud rate 
which are sent to the data set 
through the EIA interface. 

• Test #3 Configuration Report (Local or 

Standby Mode) 
This is a printed report con- 
taining the enabled configura- 
tion codes and configured 
LTA characters, and may con- 
tain the answerback memory. 

• Test #4 ROM Report (Local Mode) 

This is a printed report of the 
revision numbers of the ROM 
set contained in the terminal. 

• Test #5 Format Report (Local or 

Standby Mode) 
This is a printed report of the 
form length, characters per 
inch spacing, lines per inch 
spacing, and the margin set- 
tings. 



3.8 PRINTED ERROR SYMBOL 

If the Model 820 KSR is configured to print a 
symbol when parity error is detected, every invalid 
character received will be replaced by the 
symbol 



3.9 INITIATING DIAGNOSTIC TESTS OR 
REPORTS 

The Model 820 KSR is equipped with several 
diagnostic tests and reports to aid in the use and 
troubleshooting of the terminal. These tests are: 

• Test #1 Barberpole Test (Local Mode) 

This test prints a character 
pattern within the defined 
margins and exercises the ter- 
minals communications logic. 

• Test #2 Communications Test (Line 

Mode) 

This test is primarily intended 
for setting the transmit level in 



• Test #6 Run-in Test (Local Mode) 

This test causes the com- 
munications logic and printer 
mechanism to be exercised. 

Detailed descriptions of these diagnostic 
tests/ reports are contained in Section 10. 

The procedure for initiating a test is as follows: 

1. Place the LINEWLCL switch to a posi- 
tion permitted for the test/ report desired 
(LCL or Standby for most tests, LINE for 
Test #2). 

2. Momentarily depress the key (1-6) cor- 
responding to the number of the desired 
test, while simultan eously ho lding down 
the 



CTRL and SHIFT keys 



The test/ report will begin. 
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NOTE 

If test number 2 is selected, the 
character you desire to be transmitted 
must also be entered before the test 
will be initiated. Any printable or con- 
trol character is acceptable. 



5. 



To terminate a test depress: 
(located on the control panel). 



RESET 



NOTE 

Reports will automatically terminate. 



3.10 SETTING FORM LENGTH AND TOP OF 
FORM 

The form length and top of form are set b y using 
the special function keys [FORM AD VI , Q] , 
and Q], and the command sequences I ESC I [51 
03 Q] entered from the keyboard, where N = the 
number of lines desired in the form. The following 
paragraphs illustrate this procedure. For further 
information see paragraph 5.8.1. 

3.10.1 Setting Form Length; Paper Length 
Known 

(Maximum length is 14 inches.) 

1o Set terminal to LCL or • (Standby). 
2 



Simul taneously depress | .. CTRLJ 
ISH1FTI [5] . Terminal responds with digits 
printed in the following format: 

A A A ; B B B ; C C C ; D D D ; E E E ; F ; G G 

Determine if in 6 lines/ inch or 8 lines/ inch 
from report. 

1. If F = 3 or 6 then at 6 LP!. 

2. If F = 4 or 8 then at 8 LPI. 



4. Align paper using [FORM ADV 



I LINE FEED I. and[fl Q]. Paper align- 
ment can be checked by printing some 
characters as shown in Figure 5-3, 



Determine the number of lines in the form 
from Table 3-5 or multiply the length in 
inches by the basic pitch (6 or 8) deter- 
mined in 3. 

Enter 

ESC| fTl[^[^[A/] (X! /where NNN is 



the number of lines from step 5 (leading 
zeros not required) . The terminal will 
acknowledge the command with short 
bell tone. For example, if the form length 
is 1 1 inches, and F (from step 5) equal to 3 
or 6, the following sequence would be 
entered: 



esc i QD GO I1D E] 



This would set a form length of 66 lines. 



NOTE 

If auto perforation is set the terminal 
will move to line 3 of the form. 



Table 3-5. Number of Lines Set for Standard 
Forms 



Value 
of F 


Form Length In Inches 


3.0 


3.5 


4.0 


5.5 


6.0 


7.0 


8.0 


8.5 


11 


12 


14 


3 or 6 


18 


21 


24 


33 


36 


42 


48 


51 


66 


72 


84 


4 or 8 


24 


28 


32 


36 


48 


56 


64 


68 


88 


96 


112 



NOTE 

The procedure for setting the form 
length when the paper length is not 
known is in paragraph 5.8,2. 



3,10.2 Setting the Top of Form 
When the form length is correct and only the top 
of form needs to be set, the following procedure 
may be used. 

1 . Ensure that the LINE/ •/LCL switch is set 
to Standby (•) or LCL. 

2. Align the printhead to th e first Sine unde r 
the perforation with IFORM ADVl , 

HI, I LINE FEEDl . This can be 
verified by printing a character. 
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3. Enter 

[EfclfsllTl 

The terminal will sound short bell tone 
and move to the top margin if the top 
margin is not line 01 . 

3.11 USING THE STANDBY POSITION 

When the Model 820 KSR is in the LINE mode and 
communicating with a remote device, a condition 
such as paper-out or a carriage jam might occur. If 
configured to do so, the Model 820 KSR will 
automatically signal a BUSY condition to the 
remote device when either of the above condi- 
tions occur. However, the operator is faced with 
the immediate responsibility of either clearing the 
problem and continuing without terminating the 
connection, or of terminating the connection: 

1. To terminate the connection set the 
LINE/*/LCL switch to LCL. 

2. To maintain the connection, set the 
LINE/VLCL switch to • (Standby). 

While the Model 820 is in Standby mode, the LINE 
RDY indicator flashes on and off. In this mode of 
operation, the Model 820 KSR inhibits all recep- 
tion of data, but maintains control signals to sus- 
tain the connection (all controls and keys are ac- 
tive). This enables solving the problem condition 
without fear of responding to received information 
from the remote equipment while working on the 
terminal. 



CAUTION 



printed is already in the Model 820 KSR receive 
buffer, to complete printing the current form, pro- 
ceed as follows: 



1. 



Switch the LINE/WLCL switch to LCL or 
• (Standby). 



5. 
6. 



Press the I RESET I key once for each 
line of data remaining to be printed on the 
form. If nothing prints, the Model 820 
KSR has printed all data it has received. 

Load the paper (see instruction on label 
inside of terminal). 

Reset the top of form (see paragraph 
3.10.2). 

Set the LINEWLCL switch to LINE. 



Press the iRESETl key and resume 
operation. 



3.11.2 Replacing the Ribbon (Local or 
Standby) 

If the printing becomes too light and adjustment 
of the platen is correct then the ribbon needs to be 
replaced. 

1 . Set LINE/VLCL switch to • (Standby) or 
Local position. 

2. Replace ribbon; follow instructions on the 
label affixed inside terminal. 

3. Return LINE/VLCL switch to LINE posi- 
tion. 



This position may cause a loss of 
data if your system does not 
respond to the Model 820 KSR busy 
signal sent for paper out or carriage 
jam. 

3.11.1 Replacing Paper (Local or Standby) 
One operational note must be emphasized 
concerning replacement of paper after a paper-out 
condition is identified in LINE mode. As soon as 
the Model 820 KSR recognizes paper-out, it stops 
printing and signifies BUSY (if possible) to the ex- 
ternal equipment. It is possible that one or two 
lines of data will remain to be printed on the cur- 
rent page (form). Assuming that the data to be 



CAUTION 

Placing the terminal in Standby 
mode will not cause a busy signal to 
be sent by the Model 820 KSR if it is 
in full-duplex or half-duplex data set 
communications mode. If data is 
received while in the Standby mode 
it will be lost. 



3.12 PLACING THE TERMINAL ONLINE 

The Model 820 KSR must be set to the LINE mode 
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so that it can communicate with external equip- 
ment. The Model 820 KSR may be placed in LINE 
mode by setting the LINE/*/LCL switch to the 
LINE position. If the Model 820 KSR is connected 
to the external equipment using a communica- 
tions interface cable, it is now possible to establish 
data transfer between the Model 820 KSR and the 
external equipment. 



3.13 INTERPRETING CONTROL PANEL IN- 
DICATORS 

The operator control panel on the standard Model 
820 KSR has two communications indicators: 
CARR RCV (carrier received) and LINE RDY (line 
ready). These indicators enable the operator to 
monitor the communications status of the ter- 
minal. They have meaning only when the Model 
820 KSR is in the LINE or ® (Standby) operating 
mode and the terminal is physically connected by 
a cable to an external device. 

A third indicator is added on terminals equipped 
with the Alternate Character Set keyboard. It in- 
dicates which character set is selected at any one 
time for transmission and printing. This optional 



indicator is described in Section 6. 

3.13.1 CARR RCV 

The CARR RCV (carrier received) indicator il- 
luminates when the data set (or other interface 
device) provides a Data Carrier Detect (DCD) 
signal to the Model 820 KSR terminal. The CARR 
RCV indicator does not indicate that the terminal 
is receiving data, only that the conditions 
necessary for receiving data are satisfied . 

3.13.2 LINE RDY 

The LINE RDY (line ready) indicator has three 
states: on, flashing, and off. The meaning of the 
indicator when it is on or flashing varies with the 
communications mode of the terminal. In general, 
the lighted LINE RDY indicator signifies that the 
communications requirements for the selected 
mode of operation are satisfied. When the LINE 
RDY indicator begins to flash, it is an indication 
that the terminal is in Standby or that one of the 
control signals necessary for communication with 
a remote device is not present. When the LINE 
RDY indicator is off, it indicates that the com- 
munications line is not ready for use. 

Table 3-6 lists the functions of the CARR RCV and 
LINE RDY indicators in relationship to the com- 
munications modes. 



Table 3-6. Standard Indicators 



COMMUNICATION 
MODE 


CARR RCV Indicator 


LINE RDY Indicator 


ON 


OFF 


FLASHING 


ON 


OFF 


Half Duplex 


Ready 
to 

Receive 


Receive not 
ready; 
transmit 
available 


In standby 

or 

transmit 
requested 
but not 
ready 


Comm 
line 
ready 


Comm line 
not 
ready 


Full Duplex 


Receive not 
ready; 

no 
carrier 


In standby 
or 

transmit not 
ready 
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Section 4 

Changing the Operating Parameters 



4.1 INTRODUCTION 

The CONFIGURE mode is a special operating 
mode in which the operating parameters of the 
Model 820 KSR can be changed. The selection of 
this mode is controlled by the position of the 
LINE/«/LCL switch on the operator panel and the 
CONFIGURE/OPERATE switch located beneath 
the terminal cover. All parameter changes are ac- 
complished by entering two-digit command se- 
quences from the keyboard. The terminal status 
display (TSD) on the operator panel provides the 
configuration information to the operator while 
the Model 820 KSR is in the CONFIGURE mode. 
The Operator's Reference Cards provide reference 
information. 

Configuration (operating) parameters are usually 
entered at the time of installation and are seldom if 
ever changed. As soon as a parameter is entered 
via the keyboard, it is stored in a memory (non- 
volatile memory) that does not "forget" when the 
power is switched off. Therefore, once the con- 
figuration parameters are entered, they are re- 
tained even when the power is off. When the 
power is switched on, the Model 820 KSR is ready 
for operation and no changes are required. To en- 
sure that operating parameters remain unchanged 
while the power is off, the Model 820 KSR 
automatically checks the contents of its non- 
volatile memory every time power is switched on. 
If an error is detected, a test fault is reported and 
the Model 820 KSR automatically loads a set of 
default parameters that are stored in a permanent 
memory. The default parameter set is described in 
more detail later in this section. 

The following paragraphs contain reference infor- 
mation concerning available parameters; methods 
for reviewing, entering, and changing parameters; 



and instructions for entering and terminating the 
CONFIGURE mode. 



4.2 CONFIGURATION CODES AND 
PARAMETERS 

Each configuration parameter available in the 
Model 820 KSR is identified by a unique two-digit 
code. The codes themselves are categorized by 
the type parameter they identify. Individual 
parameters and their identifying codes are shown 
in Table 4-1. 

See Appendix B for an explanation of each 
parameter. 



4.3 LISTING THE CURRENT CONFIGURA- 
TION PARAMETERS 

When the Model 820 KSR is not in the CON- 
FIGURE mode, a printed report listing all current 
operating parameters that are enabled can be ob- 
tained by the following method: 

1 . Set the terminal to either local or standby 
using the LINEWLCL switch located on 
the control panel. 

^" D epres s sim ultaneously the 
fCTRLl ISHIFTI and E] keys. The 
terminal will respond by printing: 

NN;NN;NN;....;T 
AAA.... A 

where NN is the 2-digit code corre- 
sponding to the enabled configuration 
parameter, T is the line turnaround 
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Table 4-1. Configuration Code Selections 



Code 


Meaning 




Predefined Configuration Selection (One Only) 




Select corresponding predefined configuration set (option required) 




Qpjppt ctandarri default confiauration set 




Comrnunication Mode Selection (One Only) 


11(1) 


Half duplex 


12(1) 


Half duplex with reverse channel 


13(2) 


Full duplex (For type 103, 113, and 212 data sets) 


14 


Full-duplex reverse channel ON for ready (console mode) 


1R 

I u 


Fiill-Hiinlpy rpvpr^p nhannpl OFF for ready (console mode) 


1fi 
\\j 


HP Purrpnt Loon (ontion reouired) 




Tran^mi^ion Rate Selection (One Onlv) 


91 


11 0 hand 


22 


200 baud 


23 


300 baud 


24 


600 baud 


25 


1200 baud 


26 


2400 baud 


27 


4800 baud 




9600 baud 




"300/1200 baud (For 212 data sets with autoselect ootion) 




Parifv Selection (One Onlv) 


31 


Transmit odd parity; receive parity checkoff 


32(2) 


Transmit even parity, receive parity checkoff 




I sdnQijiii uuu pdiuy, iiiuiudLivf-i i cucivc oiiui 


34 


Transmit even parity, indication on receive error 


35 


Transmit odd parity, indication plus printed symbol on receive error 


36 


Transmit even parity, indication plus printed symbol on receive error 


37 


Transmit mark parity, receive parity checkoff 


38 


Transmit space parity, receive parity checkoff 



Notes: 

1 . Half-duplex operation: Configuration codes 1 1 and 12 should be selected only when operating with true half-duplex 
data sets such as the Bell 202 series. 

2, Designates standard default parameter set. 
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Table 4-1. Configuration Code Selections 



Code 


Meaning 




Line Control Parameters (No Limit) 


60(3) 


Program line turnaround characters for half duplex 


61(4) 


Enable fail-safe disconnect 


62(4) 


Disconnect on receipt of EOT 


63(4) 


Disconnect on receipt of DLE EOT 


WvOJ 


Enable paper out or carriage jam disconnect 


ACM \ 
0014/ 


Enable no activity disconnect 


66 


Enable half-duplex operations without line turnaround character 




Transmission Control Parameters (No Limit) 




Program answerback memory (ABM) 




Auto-trigger ABM on connection 


70 


Enable printing of ABM contents (Local configuration report or code 82) 




Terminal Control Parameters (No Limit) 


QfWQ\ 


Program ENTER on numeric pad (option required) 


81 
o I 


Enable recognition of device and format control ESC sequence 




commands from the communication line (DFC option required) 


OZ 


Enable local copy of transmitted data 


QQ 
OO 


I ransmit uco or bncAK on printer busy, DL 1 on ready 


ft/1 


uo Ntw liimc on receipt ot Lr character 


OO 


Do Ntw LINE on receipt ot CR character 


Qfi 
OO 


Transmit CR LF when "RETURN" is activated 


87 


Print all controls characters 


88 


Set compressed print only (compressed print option required) j 


89 


Set absolute right margin at column 80 


91 


Set 8 line/2.54 cm (inch) only 


92 


Enable auto perforation skip over 


93 


Set absolute printed line length of 8 inches 


96(6) 


Transmit DC3 on paper out or carriage jam, DC1 when fault is cleared and RESET pressed 




(full duplex only) 




Invalid configuration code has been entered 



Notes: 



3. Programming the line turnaround (L TA) character(s), answerback memory (ABM), and ENTER key (on optional 
numeric pad): The LTA, ABM, and ENTER programming sequences are initiated by typing "60", "70", or "80" 
followed by RETURN. Any sequence of the 128 ASCII characters may now be typed. The programming sequence is 
terminated automatically upon entry of the- last character (3 max for LTA and ENTER, 21 max for ABM); if fewer 
than the maximum number of characters are used, the programming sequence may be terminated by pressing 
HERE IS. The sequence "60" (or "70" or "80"), RETURN, HERE IS erases the corresponding parameters. 

4. Valid only when parameter 11, 12 or 13 is enabled. 

5. Valid only with parameter 11, 12 or 13 enabled if ROM set 03B/04B, 05B/06B or 07B/08B is installed. Valid for all 
communication modes if higher numbered ROM set is installed. 

6. This feature is not available with ROM set 03B/04B, 05B/06B or 07B/08B installed. 
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character(s) (if programmed), and 
AAA.... A represents the answerback 
memory (ABM) message (included if the 
ABM is programmed and configuration 
code 72 (print the ABM) is enabled). 



2. Lift the terminal cover and place the CON- 
FIGURE/OPERATE switch in the CON- 
FIGURE (front) position (Figure 4-2), 



NOTE 

If a half-duplex line turnaround 
character (LTA) and ABM have been 
programmed (see paragraph 4.4.8) the 
configuration report will contain the 
LTA and may contain the ABM 
characters. If a programmed character 
is a control character, its special 
representation will be printed. Control 
character print formats are shown in 
Figure 9-1. Codes 60, 70, and 80 are 
not listed in the configuration report. 



4.4 CHANGING THE CONFIGURATION 
PARAMETERS 

All of the following configuration parameter 
changes may be accomplished only in the CON- 
FIGURE Mode, entered as described in paragraph 

4.4.10. 



4.4.1 Entering the Configure Mode 

The following procedure lists the steps necessary 

to place the Model 820 KSR in the CONFIGURE 

mode: 




Figure 4-2. CONFIGURE/OPERATE Switch 



3. Note that the Terminal Status Display 
(TSD), Figure 4-3, now contains a special 
symbol ( O in the left window and a two- 
digit code in the middle and right window. 
The C symbol always indicates that the 
terminal is in the CONFIGURE mode. The 
two-digit code represents one of the 
enabled parameters. 



7\ 



7\ 



Figure 4-3, Terminal Status Display Window 



1 . Place the LINE/®/ LCL switch in the LCL 
position (Figure 4-1). 





LINE 




f J 




• 












LCL 



Figure 4-1. LINE/*/ LCL Switch 



4 4.2 Reviewing the Existing Parameters 
With the Model 820 KSR in the CONFIGURE 
mode, each of the operating parameters currently 
enabled can be reviewed sequentially by using the 
TAB key in conjunction with the terminal status 
display (TSD). Each time the TAB key is pressed, 
the next higher numbered parameter code that is 
enabled will appear in the TSD. After the highest 
numbered enabled parameter is reached, the next 
TAB key depression will cause the TSD to se- 
quence to the lowest enabled code. 

Reviewing the parameter codes using the TAB 
key and the TSD does not affect the existing con- 
figuration in any way. 
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4.4.3 Changing the Communications Mode 
(11-16) 

Parameter codes 1 1 through 16 are used to specify 
the communications mode of the Model 820 KSR. 
One parameter must be selected at any given 
time. To change the communications mode: 

• Enter the codes (11-16) corresponding to 
the new parameter selection and press 
the RETURN key. 

The Model 820 KSR will respond with a short 
audible tone when the change is complete. The 
previously enabled selection will be automatically 
deleted. 

4.4.4 Changing the Transmission Rate 
(Speed) (21-29) 

Only one transmission rate code may be enabled 
at any given time. To change the transmission 
rate: 

• Enter the codes (21-29) corresponding to 
the new param eter selection and press 
the IRETURNI key. 



The Model 820 KSR will respond with a short 
audible tone when the change is complete. The 
previously enabled selection will be automatically 
deleted. 



4.4.5 Changing the Parity Selection (31-38) 

Only one parity selection may be enabled at any 
given time. To change the parity selection: 

• Enter the codes (31-38) corresponding to 
t ' ie new param eter selection and press 
the 1 RETURN 1 key. 



The Model 820 KSR will respond with a short 
audible tone when the change is complete. The 
previously enabled selection will be automatically 
deleted. 



4.4.6 Changing the Line Control (61-67), 
Transmission Control (71 and 72) and Terminal 
Control (81-89, 91-93) Parameters 

The parameter codes in these three subsets are 
called ON/OFF parameters. This means simply 
that any number of these parameters can be 
enabled or deleted at any given time. 



4.4.6.1 Enabling ON/OFF Parameters (61-67, 
71-72, 81-89, 91-96). To enable any ON/OFF 
parameter: 

• Ente r the corre sponding code and press 
the 



RETURN! key. 



The Model 820 KSR will signify operation com- 
plete by sounding a short audible tone. 

4.4.6.2 Deleting Existing ON/OFF 
Parameters. One of two methods may be used 
to delete ON/OFF parameters from the terminal 
configuration: 



1. 



Press the iTABl key to sequence 
through each of the terminal configura- 
tion codes until the parameter to be 
delet ed is displayed on the TSD. Press 
the iDELl (delete) key once, and the 



terminal will respond by sounding a short 
audible tone and sequencing the TSD to 
the next enabled parameter code. 

OR 

2. Enter the two-digit code for th e para meter 
to be deleted and press the I DEL | key. 
The terminal will respond by sounding the 
audible tone to indicate that the 
parameter has been deleted and se- 
quencing the TSD to the next enabled 
parameter code. 

4.4.7 Identifying Entry Completion and Entry 
Errors 

The Model 820 KSR does not attempt to complete 
a parameter change command until either the 
RETURN key or DEL key is pressed. When a com- 
mand is completed one of the following events 
will occur: 

1 . If a valid command is terminated by press- 
ing the RETURN key, the two-digit code 
will continue to be displayed in the TSD 
and an audible short tone will sound. 

2. If a previously selected parameter is 
disabled by pressing the DEL key, the 
code for the next higher enabled 
parameter will be displayed and the audi- 
ble short tone (1/12 second) will sound. 
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3. If _an_ invalid command is entered the 
C _J J symbol will be displayed on the 
TSD, and the audible alarm (long one sec- 
ond tone) will sound. 

If an entry error is detected prior to pressing the 
RETURN or DEL key, the erroneous code may be 
overstruck with the correct entry, followed by 
pressing RETURN or DEL. If the entry has been 
identified by the Model 820 KSR as invalid 
(C.J J displayed) no action has been taken and 
the valid command may be entered. Pressing the 
RESET key has no effect on the TSD. Entry of a 
valid parameter resets the error condition and the 
TSD. 



4A8 Using the Special Programming Com- 
mands 60, 70, and 80 

Half-duplex line turnaround (LTA) characters, the 
answerback memory (ABM) message, and the op- 
tional ENTER key are programmable from the 
keyboard. Any ASCII character may be entered. 



4.4.8.1 Programming 
(LTA) Characters. 



the Line Turnaround 



1. 

2. 
3. 



Enter the CONFIGURE Mode; 
Line/ •/LCL switch in the CONFIGURE 
(front) position. 



Enter Hsl fol [RETURN 



Type the characters desired. Each time a 
key stroke is entered, a short audible tone 
will sound and the number in the display 
will increment by one. 

Programming is terminated when (a) 3 
ASCII characters have been entered as 
LTA characters have been entered as LTA 
characters or (b) the 
depressed. The terminal 



HERE ISl 



key is 
returns to the 
CONFIGURE Mode when programming is 
terminated. 



NOTE 



T he sequen ce S^EL 1RETURN 



HERE ISl will delete any line turn- 



4,4.8.2 Programming the Answerback 
Memory (ABM). 



1. 



2. 
3. 



4. 



Enter the CONFIGURE mode; 
LINEWLCL switch at LCL position, 
CONFIGURE/OPERATE switch in the 
CONFIGURE (front) position. 

Enter f71 lol IRETURN L 

Type the characters desired. Each timne a 
key stroke is entered, a short audible tone 
will sound and the number in the display 
will increment by one. 

Programming is terminated when (a) 21 
ASCII characters have been ente red into 
the ABM, or (b) the [HERE IS] key is 
depressed. The terminal returns to the 
CONFIGURE mode when programming is 
terminated. 



NOTE 



T he sequen ce [7], [o], IRETURN 



|HERE IS | will erase the contents of 
the answerback memory. 



4.4=8.3 Programming the Optional ENTER Key 
(Numeric Keypad Option). 

1. Enter the CONFIGURE mode; 
LINE/»/LCL switch in LCL position, 
CONFIGURE/OPERATE in CONFIGURE 
(front) position. 



2. 
3. 



Enter g] jo] [RETURN 



Type the characters desired. Each time a 
keystroke is entered, a short audible tone 
will sound and the number in the display 
will increment by one. 

Programming is terminated when (a) 3 
ASCII characters h ave bee n pro- 
grammed, or (b) the [HERE ISl key is 



depressed. The terminal returns to the 
CONFIGURE mode when programming is 
terminated. 



around characters previously entered. 
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NOTE 



The sequence GO, Rfl l RETURN 



lHERE IS] will erase the contents of 
the ENTER key message. 



Depress [CTRp , 1 SHIFTl , and [3] - 
simultaneously. The configuration report 
will be printed containing the pro- 
grammed ABM and LTA characters. 



NOTE 



4.4.9 Changing Protected or Default 
Parameter Sets (01-08) 

If either the Protected or Default Configuration 
option is included, it is possible to install a new, 
complete operating set of parameters by typing in 
only one 2-digit code. Up to eight sets can be in- 
cluded in the option. They are identified by the 
codes 01 through 08. 

• To load a new Model 820 KSR operating 
parameter set, type the c orrespondin g 
code (01-08), and press the [RETURN 
key. 

The Model 820 KSR will respond with a short 
audible tone and the previously installed 
parameter set will be automatically replaced by 
the new parameter set. 



NOTE 

If the associated configuration option 
is not installed, the Model 820 KSR will 
identify the codes 01 through 08 as in- 
valid entries. If the option as installed, 
code 09 will be identified as an invalid 
entry. 



4.4.10 Terminating the Configure Mode 

Once operating parameter changes are com- 
pleted, the CONFIGURE/OPERATE switch must 
be returned to the operate (rear position) in order 
to terminate the special CONFIGURE mode. No 
operations except parameter changes are possible 
while operating in the CONFIGURE mode. 



4.5 VERIFYING A PROGRAMMED ABM 
SEQUENCE 

Ensure that parameter 72 is enabled. 
1 . Return to the OPERATE mode. 



Control character symbolization 
found in Figure 9-1. 



is 



If the programmed sequence is correct and the 
configuration process is complete, no other ac- 
tions are necessary. If further changes are need- 
ed, return to CONFIGURE mode and repeat the 
programming sequence or complete the con- 
figuration changes. 



NOTE 

If code 72 is not desired for normal 
operation, then it must be disabled 
after the ABM has been verified. 



4.6 DEFAULT PARAMETERS 

The Model 820 KSR has a predetermined set of 
standard default parameters that are stored in per- 
manent memory. If the normal configuration 
memory should fail to pass the automatic test 
when the terminal is switched ON, the terminal is 
automatically configured to the default 
parameters and an error code is displayed in the 
TSD. The terminal can also be configured to the 
default parameters and an error code is displayed 
in the TSD. The terminal can also be configured to 
the default parameters by entering the parameter 
code 09 in the CONFIGURE mode. The default 
parameters of the standard terminal (code 09) are 
listed below: 

13 Full duplex 

23 300 baud 

32 Even parity— no check 

If a Multiple Default, Multiple Protected Con- 
figuration, or Protected ABM option is installed, 
the Model 820 KSR automatically loads the 
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parameters associated with code set 01 rather 
than 09 if a failure occurs during the power-up 
automatic test. 



NOTE 

If the Multiple Default Configuration, 
Multiple Protected Configuration, or 
Protected ABM option is installed, 
parameter 09 is not a valid code. See 
Section 6 for description of the opera- 
tion of these options. 
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Section 5 

Using the Terminal Format 
Control Capability 



5.1 INTRODUCTION The terminal responds by printing a report con- 

taining digits in the following format: 

There are two types of format control capability 

provided by the Model 820 KSR. AAA;BBB;CCC;DDD;EEE;F;GG 



The first type of control is by the setting of con- 
figuration parameters which modify the operating 
limits of the terminal. This type of control is 
available as a standard feature on all terminals. 
(See Section 4 for a detailed discussion of con- 
figuring the terminal.) 



The second type of control is by the use of 
ESCape command sequences. In the basic ter- 
minal, the ESCape sequence commands are pro- 
vided which allow you to set the top of form and 
to establish a form length of up to 112 lines. The 
available ESCape sequence commands may also 
be expanded by the Device/ Forms Control option, 
to include a complete set of format control com- 
mands. 



Where: 

AAA =form length in lines (001-112) 
BBB = left margin column number (001-218) 
CCC = right margin column number (001-218) 
DDD =top margin line number (001-112) 
EEE = bottom margin line number (001-112) 
F = line spacing (6 = single space 6 LPI, 
8 = single space 8 LPI, 4 = double space 
8 LPI, 3 = double space 6 LPI 
GG = number of characters per inch (05 = ex- 
panded 10 CPI, 08 = expanded 16.5 
CPI, 10, 16=16.5) 

Using this report, you can determine the current 
setting of the form length, margins, lines per inch 
spacing, and the characters per inch spacing in 
order to aid in setting the terminal to print on new 
forms. Figure 5-1 is a sample of a forms report 
which has been labeled for explanation. 



5.2 DETERMINING THE CURRENT FORMAT 
PARAMETERS 

A useful feature of the Model 820 KSR is its ability 
to provide a printed report of the settings of the 
format parameters. This report is initiated by: 

1. Placing the LINE/WLCL switch to the 
LCL or (•) STANDBY position 

2. Simultaneously depressing 

shift) |5l 



CTRL 



5.3 THE CONFIGURATION 
CONTROLS 



PARAMETER 



Five configuration parameters have been provided 
which may be used to affect the format of the ter- 
minal's printing. Special care should be taken 
when using this type of control if the 
Device/ Forms Control option is installed in your 
terminal as enabling of these configuration 
parameters will limit the capability of the terminal 
to respond to ESCape command sequences. 
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■ ► 10 CHAR/INCH 

L ► 6 LINES/INCH 

I— — ► BOTTOM MARGIN - LINE 66 

■ — » TOP MARGIN = LINE 1 

► RIGHT MARGIN * COLUMN 132 

» LEFT MARGIN = COLUMN 1 

— — — ► FORM LENGTH = 66 LINES (11 INCHES) 

Figure 5-1. Sample Forms Report 



The configuration parameter controls and their 
control codes are described as follows: 

88: Enabling Parameter 88 locks the printer in 
the compressed print mode if the com- 
pressed print option is present. This will 
prevent unintentional changes of horizon- 
tal pitch which could result in printing 
beyond the right edge of the form. 

Disabling this parameter will place the ter- 
minal in the 10 CPI printing mode. 



NOTE 

With this parameter enabled, you may 
still use the 16.5 CPI expanded printing 
available with Device/ Form Control 
(DFC) option. 



89: Enabling Parameter 89 sets the absolute 
right margin at column 80 to prevent 
unintentional printing beyond the right 
edge of the form when the Model 820 
KSR terminal is used in a network of 80 
column format terminals. 

Disabling this parameter sets the absolute 
right margin at the column defined in the 
default parameters. 

91: Parameter 91 locks the terminal in 8 LPI 
line spacing. 

Disabling this parameter places the ter- 
minal in the 6 LPI mode. 



NOTE 

With this parameter enabled, you may 
still use the double space, 8 LPI spac- 
ing, available with the DFC option. 

92: Enabling Parameter 92 sets the automatic 
perforation feature. When set, the top 
margin is set to line 3 and the bottom 
margin is set at one line from the bottom 
of the form. This provides a 3-line perfora- 
tion skip. 

Disabling this parameter sets the margin 
limits to ''top-of-form" and '1ast4ine-of- 
form." 

NOTE 

This parameter also sets a minimum 
form length of one inch (6 lines if in 6 
LPS or 8 lines if in 8 LPI) when it is 
enabled. 

93: Enabling Parameter 93 sets the absolute 
printed line length to 8 inches to facilitate 
use of the terminal with 8V2 inch wide 
paper. This will permit a maximum of 80 
characters in a line when using 10 CPI and 
132 characters in a line when using 16.5 
CPI. 

Disabling this parameter sets the absolute 
right margin at the limits defined by the 
default parameters. 

The procedure for enabling/disabling configura- 
tion parameters is explained in Section 4. 
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5.4 THE LOCAL ESCAPE SEQUENCE COM- 
MANDS 

The local ESCape sequence commands and their 
definitions are listed in Table 5-1. Only the FORM 
SIZE commands listed in Table 5-1 are available on 
all Terminals. The other listed commands are 
available as a part of the Device/ Forms Control 
Option and will function only when this option is 
installed on your terminal. Additionally, the printer 
control commands for compressed printing will 
function only when the compressed print option is 
also installed on your terminal. 

When using the ESC commands of Table 5-1, set 
the LI NEW LCL switch as indicated in the table to 
the LCL or STANDBY (•) position. Each LOCAL 
ESC command consists of depressing 
key followed by depressing one or 



the ESC 



more of the other keys of the keypad as indicated 
in Table 5-1. Appropriate action will be taken by 
the Model 820 KSR Terminal when it detects any 
valid local ESC command, and the completion of a 
local command will be signaled by a short (1/12 
second) audible tone. Invalid command se- 
quences will be signaled by a long (1 second) audi- 
ble tone and the activation of the invalid escape 
sequence status code flashing in the Terminal 
Status Display (TSD). Format parameters 
established by ESC commands are stored in a 
nonvolatile memory and are retained when the 
power is switched OFF. 

Raised lettering abpve the keyboard is provided to 
assist in performing the functions of the Local 
ESC Commands. A more complete guide is found 
in the operator's reference cards. 

5.5 THE DEVICE/FORMS CONTROL (DFC) 
OPTION 

Two different sets of ESCape sequence com- 
mands are implemented in the DFC option. One 
set, the LOCAL SET (listed in Table 5-1) is intend- 
ed for use by the Model 820 KSR Terminal 
operator. It provides the operator with a full range 
of commands needed for forms setup. The se- 
cond set, the LINE SET is described in Section 9, 
and is intended for use by remote equipment 
through the communications capability of the ter- 
minal. 

The DFC OPERATOR COMMANDS enable the 
operator to use the following DFC features: 



• Adjustable line and character spacing. 

• Adjustable forms margins (top, bottom, 
left, right). 

• Adjustable tab settings (horizontal and 
vertical). 

• Selectable terminal status display (line or 
column count). 

Commands for these functions are listed in Table 
5-1; however they will not be available unless your 
terminal has the DFC option installed. 



5.6 RECOMMENDED SEQUENCE FOR SET- 
TING UP A NEW FORM 

The following sequence is recommended for set- 
ting up a new form. It is provided as a guide to il- 
lustrate all the steps that an operator may per- 
form. You do not have to use all the steps or 
features; however, you should follow the order 
presented, or you may disable previously selected 
settings. 

1 . Enter LOCAL or STANDBY mode. (Place 
LINE/*/LCL switch to LCL or STANDBY 
(•) position.) 

2. Select the number of lines per inch you 
require. 

3. Enter form length. Establish the top of the 
form. 

4. Select the horizontal character spacing 
you require. 

5. Set margins. 

6. Set tabs. 

7. Store format in memory (when desired). 

By performing the previous steps in the order in- 
dicated you can set up the Model 820 KSR Ter- 
minal to print on your forms. These settings will 
always be retained in a "memory" for your future 
use until you decide to change these settings. 
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5.7 VERTICAL LINE SPACING 



NOTE 



Four commands are available to set the printer line 
spacing. The command sequences are: 



ESC 



ESC 



Set 6 lines per inch (single space). 

Set double space 6 lines per inch 
(effective 3 LPI). 



ESC 1 1"—- 1 Set 8 lines per inch (single space). 



ESCl f+1 Set double space 8 lines per inch 
(effective 4 LPI). 



Changing the vertical line spacing to or 
from 6 and 8 lines per inch will cause 
the terminal to clear the top and bot- 
tom margins. 



Reference Figure 5-2 for examples of 6 and 8 LPI 
spacing, 



Table 5*1. Forms Setup Commands 



FUNCTION TYPE 


LINE/o/lCL Switch at 
LCLor(«) STANDBY 


DEFINITION OF COMMANDS 


Form Size 


I ESC | L5JUVJQJ 

IescJ [!]□ 
I esc | mfo]ED 


Form Length = A/; Top of Form = Present Line 
Top of Form Present Line 
Bottom of Form = Present Line 


Printer Control 
(Requires DFC Option) 


| ESC | □ (MINUS) 

I ESC | CE1 

r^ScTl □ (UNDERLINE) 
I ESC | Q] 

i esc i nn 

|ESC| □ 
I ESC | E3 
I ESC | □ 


6 Lines/Inch (Single Space, 6 LPI) 
Double Space, 6 LPI (3 Line/Inch) 
8 Lines/Inch (Single Space, 8 LPI) 
Double Space, 8 LPI (4 Line/Inch) 
10 Char/Inch (Standard Print) 
Expanded Print, 10 CPI (5 Char/Inch) 
16.5 Char/Inch (Compressed Print)* 
Expanded Print, 16.5 CPI (8.25 Char/Inch)* 


Display Control 
(Requires DFC Option) 


I ESC I I LINE FEED I 
I ESC I I SPACE BAR I 


Display Current Line Number 
Display Next Column Number 


Form Margins 
(Requires DFC Option) 


I ESC I L6J 

I E$C I LDELJ E] 

| ESC | E 

I ESC | fDEL] E] 

I E$C | m 

LISCJ | DEL| E] 

nscl E3 

I ESC I | DEL | GO 

[esci roi 


Left = Present Column 
Left = Column 1 
Right = Present Column 
Right = Default Value 
Top = Present Line 
Top = Default Value 
Bottom = Present Line 
Bottom = Default Value 
Clear All To Default Values 


Tabulation 

(Requires DFC Option) 


|esc| CD 

I ESC | [7] 
I ESC | [3] 
I ESC | [H 


Set Horizontal Tab At Present Position 
Clear Horizontal Tab At Present Position 
Set Vertical Tab At Present Position 
Clear Vertical Tab At Present Position 


Forms Storage 
(Requires DFC Option) 


| ESC | LULU or[2j 
[ESC] QQ]or[I3 
I ESC I Nfol 


Store Present Device/Forms Parameters In 
Memory 1 or 2 

Recall Device/ Forms Parameters From 
Memory 1 or 2 

Load Default Device/ Forms Parameters 



*These commands require the compressed print option to be installed. 
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6 LINES PER INCH PRINTING 



SAMPLE 1 
THIS PRINT SAMPLE WAS PRODUCED 
USING A HORIZONTAL PITCH OF 10 
CHARACTERS PER INCH AND A VERTICAL 
LINE SPACING OF 6 LINES PER INCH 
! " #*%&•' <>*+,-. /0 123456789: ; <=>? 
SABCDEFGHI JKLMNGPORSTUVWXYZ C \ 
^abcdef shi jkl mnopqrstuvwxvz-C ! J ~ 
! " #*7.& - <)*+,-. /0 123456789: ; <»? 
©ABCDEFGH I JKLMNOPQRSTUVW X YZ I \ J 
"■abcdefshiJklmriOpqrstuvujxYzC ! 3 ~ 



SAMPLE S 
THIS IS A SAMPLE 

of double: ui I dth 

AND DOUBLE STROKE 
1 O CPI PRINTING 

.■ •• - C > -«--•- , — . / 

O 1 23456789 = 5 <I = ~>"7" 
@ ABGDEEGH I JKLMNO 
PQRSTUVWXYZ C \ 3 ~-_ 
s abcdef sh i J k 1 m n o 
f=> <=i r- s- ir •_! v uj >=: -. z -C I 3- *— ■ 



SAIfLE 3 
THIS PRINT SAMPLE UAS PRODUCED 
USING A HORIZONTAL PITCH OF 16.5 
CHARACTERS PER INCH AND A VERTICAL 
LINE SPACING OF 6 LINES PER INCH 
! ■#$»' (>«+.-. /012345678?: ? <=>? 
6ABCDEFGHIJ<LffWPQRSTUVWXYZ[\] A _ 
N abcdef 9hi j k lmonr stuvwxYZ { ! )~ 
! "•»»' ()»+,-. /0123456789: 5 <=>? 
^DEFGHItMJ«0P8RSTUVHXYZt\] A . 
"abcdef 9hi j k 1 monrstuvHXYzI ! }~ 



SAMPLE 4 
THIS IS A SAMPLE 
OF DOUBLE WIDTH 
AND DOUBLE STROKE 
16.5 CPI PRINTING 

! ( )*+,-. / 
0 123456789: ? <=>? 
@ABCDEFGH I JKLMNO 
PQRSTUVWXYZ C\D~_ 
v abcdef9hiJklmno 
pirstuvuxYZ € ! >~ 



8 LINES PER INCH PRINTING 



SAMPLE 5 
THIS PRINT SAMPLE WAS PRODUCED 
USING A HORIZONTAL PITCH OF 10 
CHARACTERS PER INCH AND A VERTICAL 
LINE SPACING OF 8 LINES PER INCH 
! "**'/&' ()*+,-. /0 123456739: ?<=>? 
GABCDEFGHI JKLMNOPQRSTUVWXYZ C \ 1 '•_ 
^abcdefghiJklmriopqr stuvujxYzC ! }~ 
! " #*7.& •- ()»+,-. /0 123456739: i <=>? 
©ABCDEFGH I JKLMNOPQRSTUVWXYZ C \ D A _ 
"abcdefshiJkTmnopsr stuvuixvzt ! J~ 



SAMPI E <S 

THIS IS A SAMPI — EE 
OF DOUBLE WIDTH 
AND DOUBLE STROKI 
1 O CPI F"R I NT I NO 
! •* ***y£S< < > •*--*- ■, — - / 

©ABCDEFGH I JKLMNO 
PQRSTUVWXYZ C X □ -~ 
""abcdeFsh i J !•=: 1 m n o 
p=ir st uvuixyz C ! 3- *-* 



SAMPLE 7 
THIS PRINT SAMPLE UAS PRODUCED 
USING A HORIZONTAL PITCH OF 16.5 
CHARACTERS PER INCH AND A VERTICAL 
LINE SPACING OF 8 LUES PER INCH 
! "§«»' ()**,-. /0123456789: 5 <=>? 
«ABCDEF<3HIJ0JN0PQRSTUVHXYZC\] A - 
s ibcd«f 9hi Jkl monrstuvwcYzC ! >~ 
! •#$»' <)§+,-. /0123456789: 5 <=>? 
CABCDEFGHIvlKLHNOPQRSTUVUXYZ[\] A - 
s abcdef 9hi jk 1 ■nonrstuvuxYZ ( ■' }~ 



SAMPLE 8 
THIS IS A SAMPLE 
OF DOUBLE WIDTH 
AND DOUBLE STROKE 
16.5 CPI PRINTING 

! ( )*+,-. / 
0 123456.789: ; <=> ? 
@ ABCDEFGH I JKLMNO 
PQRSTUVWXYZ C \ 3 ~_ 
s abcdef9hijklmno 
pqrstuvuxYZ £ i >~ 



SAMPLES 1 AND 5 ARE AVAILABLE ON ALL TERMINALS 

SAMPLES 3 AND 7 REQUIRE THE COMPRESSED PRINT OPTION 

SAMPLES 2 AND 6 REQUIRE THE DEVICE /FORMS CONTROL (DFC) OPTION 

SAMPLES 4 AND 8 REQUIRE THE DFC AND COMPRESSED PRINT OPTIONS 



Figure 5-2. Model 820 KSR Printing 



5.8 ESTABLISHING 
TOP OF FORM 



FORM LENGTH AND 



The form length and top of form are set by using 
the special function keys [FORM ADvL 
command sequences I ESC I 
3 H GO □ and 




and the 
or (f"S 



|7] entered from the keyboard. 



Once the form length is entered/ each time the 
FORM ADV key is pressed longer than % second, 
the terminal printer will advance the paper to the 
top margin of the next form. Pressing the FORM 
ADV key less than % second will result in a paper 
advance of one line. 



5,8.1 Setting Form Length; Paper Length 
Known 

(Maximum length setting available is 14 inches.) 
1 . Set terminal to LCL or (•) STANDBY. 



2. Simultaneously depress I CTRL 



SHIFTl [si . Terminal responds with 



3. 



digits printed in the following format: 
AAA;BBB;CCC;DDD;EEE;F;GG 



Determine if in 6 lines per inch or 8 lines 
per inch from report. 

a. If F = 3 or 6 then the terminal is in 6 

LPL 

b. If F= 4 or 8 then the terminal is in 8 
LPL 



4. Align paper using IFQRM ADVl , iLINEl 
iFEEDl , [T|, and GO. Paper alignment 
may be checked by typing some 
characters as illustrated in Figure 5-3. 




Figure 5-3, (Reference) Printhead Positioning 
(Below) to Set Form Length 



5. 



Determine the number of lines in the form 
from Table 5-2 or multiply the length in in- 
ches by the basic pitch (6 or 8) deter- 
mined in step 3. 

Enter 

[esc] m [a/1 n [a/] m. 



where NNN is the number of lines from 
step 5. (Leading zeros not required.) The 
terminal will acknowledge the command 
with short audible tone. 



NOTE 

If auto perforation is set the terminal 
will move to line 3 of the form. 



5.8.2 Setting Form Length; Paper Length 
Unknown 



1„ Set terminal to LCL or STANDBY (•). 
2. Simultaneously depress 



CTRL 



SHIFT . 5 . Terminal responds with 



digits printed in the following format: 
AAA;BBB;CCC;DDD;EEE;F;FF 
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Table 5-2. Number of Lines Set For Standard 
Forms 



Value 
ofF 


Form Length In Inches 


3.0 


3,5 


4.0 


5.5 


6.0 


7.0 


8.0 


8.5 


11 


12 


14 


3 or 6 


18 


21 


24 


33 


36 


42 


48 


51 


66 


72 


84 


4 or 8 


24 


28 


32 


36 


48 


56 


64 


68 


88 


96 


112 



Determine if the terminal is in 8 line/inch 
(LPI) or 6 LPI from report. 



1. 



If F = 3 or 6 then the terminal is in 6 
LPI. 

If F - 4 or 8 then the terminal is in 8 
LPI. 



Align paper using iFORMADVl , 
I LINE FEED! , Q] , and [J] special 
function keys. Paper alignment may be 
checked by typing some characters (as il- 
lustrated in Figure 5-3). 

Enter maximum form length: 

a . For 6 LPI: enter 

Disci m i 0 □ 



b . For 8 LPhenter 

HclH Q 03 d □ 



The terminal will acknowledge the completion by 
a short audible tone. 



NOTE 

If AUTO PERF SKIP (Configure Code 
92) is set, the terminal will move to line 
3 upon completion of this step. 



6. 



Depress | LINE FEED I key to advance 
paper to the last line of the form as il- 
lustrated in Figure 5-4. 



Figure 5-4. Printhead Positioning 
to Set Bottom of Form 



NOTE 

If paper is advanced too far, steps 4 
and 5 should be repeated. 



7. Enter 

esc] [si loin 



to set the bottom of the form. 

(If auto perforation skip is set the paper 
will advance to line 3 of the next form.) 
Terminal will acknowledge completion of 
command by a short audible tone. 

5.8.3 Setting the Top of Form 

When the form length is correct and only the top 
of form needs to be set the following procedure 
may be used: 

1 . Ensure that the LINE/VLCL switch is set 
to Standby (•) or LCL position. 

2. Align the printhead to th e first line und er 
the perforation. With | FORM ADV 



pfl and [J], and ILINE FEEDl . This 
may be verified by typing a character on 
the keyboard, as illustrated in Figure 5-3. 

Enter 

esci m □ 
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from keyboard to set top of form. The ter- 
minal will sound a short audible tone and 
the paper will move to the top margin if 
the top margin is not at line 01 . 



5.9 SETTING THE HORIZONTAL CHARAC- 
TER SPACING 

Four commands are available to set the horizontal 
character spacing provided by the printer. These 
commands are: 

| ESC I f>] Set 10 characters per inch spacing. 

lESCl [H Set EXPANDED 10 characters per 
inch spacing (effective 5 CPI). 



ESC 



< 



Set 16.5 characters per inch spac- 
ing. (Requires the compressed print 
option.) 

Set EXPANDED 16.5 characters per 
inch spacing (effective 8.25 CPI). 
(Requires the compressed print op- 
tion.) 



NOTE 

Changing the horizontal spacing to or 
from 10 and 16.5 characters per inch 
will cause the terminal to clear the left 
and right margins. 



Reference Figure 5-2 for examples of different 
horizontal character spacing. 



5.10 SETTING MARGINS 

Once the desired form length, line spacing, and 
horizontal spacing have been set, it is sometimes 
advantageous to establish print margins (i.e., the 
boundaries for printing on a form). Refer to Figure 
5-5 for a pictorial representation of form margins. 
Commands are available for selecting the line 
number or column number display, for individually 
setting ail four margins and for individually or col- 
lectively clearing these margins. These commands 
are shown in Table 5-1. 



5.10.1 Selecting the TSD Line or Column 
Display 

The ability to display active line or column number 
of the terminal is provided to simplify the forms 
setup procedure. The active line is defined as the 
line being printed and the active column is defined 
as the next print position. The display mode is 
selected by entering the appropriate command se- 
quence. 



SPACE [ Select column number display. 



ESCl I LINE FEEDl Select line number display. 



5.10.2 Clearing Margins 

In order to set a new margin outside of an area 
already bounded by established margins, it is 
necessary to first clear the existing margin. This 
may be done individually or collectively (all 
margins with one command). The commands for 
clearing margins individually are: 



ESCl iDELl [JQ Set left margin to default 
value. 



ESCl IDELl [YJSet right margin to default 
value. 



ESC 


DEL 


8 




ESC 


DEL 


9 



value. 



value. 



IescI [o 



or .collectively 

Set all margins to default 
values. 



DEFAULT MARGIN VALUES ARE: 

Left margin = column number 001 

Top margin = line number 01 

Right margin = • Column number 132 if in 10 
CPI horizontal spacing 

• Column number 218 if in 
16.5 CPI horizontal spacing 

Bottom margin = last line of form 
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LEFT MARGIN RIGHT MARGIN 

(FIRST PRINTED CHARACTER) (LAST PRINTED CHARACTER) 



TOP-OF-FORM 



TOP MARGIN 
(FIRST PRINTED LINE) 



2 3 



• • • 

COLUMN 



130 131 132 



LINE 



BOTTOM MARGIN 
(LAST PRINTED LINE) 



BOTTOM-OF-FORM 



FORM LENGTH - 2 
FORM LENGTH - 1 
FORM LENGTH 



TOP OF FORM = LINE 1 

1 < FORM LENGTH < 84 at 6 LPI or 1 12 at 8 LPI 

1 < TOP MARGIN < BOTTOM MARGIN < FORM LENGTH 

1 < LEFT MARGIN < RIGHT MARGIN < 132 at 10 CPI or 218 at 16.5 CPI 



Figure 5-5. Form Margin Reference 



5-9 



NOTE 

The CONFIGURATION parameter 
codes 88-93 modify the operating limits 
of the Model 820 KSR when they are 
enabled and specifically codes 89, 92, 
and 93 place limits on the acceptable 
values that form margins can have. 
The enabling of these codes will 
therefore affect the default positions of 
the margins as described below: 

• If code 92 (auto perforation skip) 
is enabled, the top margin default 
will be line 03 and the bottom 
margin default will be at form 
length minus one line. 

• If code 89 (absolute right margin 
at column 80) is enabled, the 
right margin default will be at col- 
umn 80. 

• If code 93 (absolute print line 
length of 8 inches) is enabled and 
code 89 is disabled, the right 
margin default will be at column 
80 when using 10 CPI and col- 
umn 132 when using 16.5 CPI. 

5.10.3 Setting Top and Bottom Margins 
The top and bottom margins establish the area 
within the form where data may be printed. Refer 
to Figure 5-5. When the bottom margin is 
reached, the Model 820 KSR will advance the 
paper to the top margin of the next form. To set 
the top and bottom margins: 



Press the I ESC I key and then the- 



LINE FEED I key; this causes the TSD 



to display the line number. 



Press the I FORM AO V | key to advance 



the paper to the top of the next form. 

key to position 



Press the LINE FEED 



the printhead to the line where the first 
line is to be printed. 



Press 
the [§] 



the I ESC I key and then 



key; this sets the top margin. 



Press the | LINE FEED] key to position 
the printhead to the line where the last 
line is to be printed. 



Press the | ESC key and then 



the I 9 [key; this sets the bottom margin. 



5.10.4 Setting Left and Right Margins 

The procedure for setting the left and 
margins is as follows: 



right 



1. 



Press the lESCl key and then the 
ISPACE BAR I ; this causes the TSD to 
display the column number. 



Press the [SPACE BAR to position the 



printhead to the column where the first 
character is to be printed. 



Press the I ESC I key then the [I] key; 
this sets the left margin. 



Press the ISPACE BAR! to position the 



printhead to the column where the last 
character is to be printed. 



5. Press the | ESC I key and then 



the 0 key; this sets the right margin 



5.11 SETTING OR CLEARING THE TAB 

STOPS 

Two types of tab stops can be set by the Model 
820 KSR terminal: 1) horizontal and 2) vertical. 
The horizontal and vertical tab stops are con- 
trolled by the following ESC sequences: 



ESC 


1 


Set horizontal tab at present col 






umn. 


ESC 


2 


Clear horizontal tab at present col 






umn. 


ESC 


3 


Set vertical tab at present line. 



ESClfTl Clear vertical tab at present line. 
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The tab stops (both vertical and horizontal) are set 
in the same manner as the margins, except that 
the ESC sequences listed above are used. 
The printhead is positioned with either the 

key to the desired 



SPACE BAR | or [LINE FEED 



position and the correct ESC sequence is entered. 



5.12 STORING A "FORM" IN MEMORY 

The Model 820 KSR has the capability to store up 
to two forms in its memory. You may require this 
feature when you have the need to use the same 
form setups on numerous occasions and do not 
want to perform a manual setup for each use. To 
"store a form" in memory, proceed as follows: 



1. 



Set up the terminal to use the form you 
desire following the procedures in the 
previous paragraphs of this section. 

Enter the sequence 

ISC] DO [J] or |2] ; 



1 or 2 = the number you assign which 
designates the form in memory storage. 
You have now stored your form in the 
memory. The stored form will be available 
for recall exactly as you stored it until you 
change it by storing another form in the 
same number (1 or 2). 



5.13 RECALLING A FORM FROM MEMORY 

In order to recall your stored form from memory 
for use, proceed as follows: 

1 . Physically align the paper to the top of the 
form. 



2. Enter the sequence 
ESC] HQ] or [I 



You have now recalled your stored form. If the 
form recalled exceeds any of the current operating 
limits established by configuration code selection, 
the terminal will indicate an error by an audible 
tone and flashing a status code in the TSD. This 
erro r condit ion may be cleared by press- 
ing | RESET! . If you desire to use the stored form 



at this point, it will be necessary to change the 
current configuration of the terminal (parameters 
88 through 93; see Section 4). 



5.14 (LOADING) THE DEFAULT FORM 

Loading the default form will return your terminal 
to a predefined set of default parameters. This 
may be helpful in order to determine a beginning 
point to which you may then make desired 
changes. 

To load the default form proceed as follows: 



1. 



Physically align the paper to the top of the 
form. 

Enter the sequence 
ESCl f"\l fol 



You have now loaded the default parameters 
which are defined as follows: 

Horizontal pitch = 10 characters per inch (CPI) 

Vertical line spacing = 6 lines per inch (LPI) 

Form length = 66 lines (11 inches) 

Tab stops = all tab stops are cleared (no tab stops 
are set) 

Margins = set to default margin values (refer to 
paragraph 5.10.2 for these values). 

NOTE 

The CONFIGURATION parameter 
codes 88-33 modify the operating limits 
of the Model 820 KSR when they are 
enabled. These parameters will affect 
the default form as described below: 

Codes 89, 92 and 93 will affect the 
default margin values (refer to 
paragraph 5.10.2). 

If code 88 (compressed printing only) is 
enabled, the horizontal pitch will be set 
at 16.5 CPI. 
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If code 91 (8 line/inch only) is enabled, 
the vertical line spacing will be set at 8 
lines/inch and the form length will be 
set to 88 lines (11 inches). 

5,15 THE DEVICE FORMS CONTROL OP- 
TION LINE COMMANDS 

The DFC line commands provide the same basic 
type of commands as those available in the local 
mode, although different ESC sequences are 
used. Also available are some additional com- 
mands, designed to enhance format control from 
the communications line. Commands of the line 
command set may be entered from the keyboard 
when the terminal is in the Local or Standby 
mode. In general, the line commands include the 
local features plus the following additional 
features: 

• Form margins can be specified without 
moving printhead. 



• Multiple tab stops can be set with one 
command, without moving the printhead. 

• All tab stops of the same type (vertical or 
horizontal) can be cleared with one com- 
mand without moving the printhead. 

• Horizontal and vertical printhead 
movements can be specified relative to 
current position, or relative to line 1 or 
column 1. 

• Printer ON / OFF control is available. 

• Keyboard "lock'7"unlock" control is 
available. 

• Status and configuration reports can be 
transmitted. 

For further detailed information refer to Section 9. 



5-12 



Section 6 



Using the Printer Control, 
Configuration, Protected Answerback, 

and Keyboard Options 



6.1 INTRODUCTION 

The Model 820 KSR is available with a number of 
optional features designed to increase printer con- 
trol capabilities and simplify selection of operating 
parameters. This section presents operating in- 
structions and other information on the following 
options: 

• Compressed Print Option (PCF) 

• User-defined Configuration Options 
-Multiple Default (MDP) 
-Multiple Protected (MPP) 

• Protected Answerback Memory Option (MAP) 

To determine which options are included with 
your terminal, follow the procedure in paragraph 
1 .6. The blanks checked on the Printer Configura- 
tion Label indicate which options were included in 
your terminal at the time of purchase, or have 
been added at some later date. 



6.2 COMPRESSED PRINT OPTION (PCF) 

The compressed print option (PCF) is closely 
related to another option called the device/forms 
control option (MFG). Table 6-1 depicts the four 
possible combinations of these two options one of 
which is contained in your terminal. 



To enable the various horizontal pitches on your 
Model 820 KSR terminal, proceed as follows 
(assuming that option PCF is installed): 



Table 6-1. Compressed Print Option 



Four Possible Combinations 


Horizontal Pitch 
Capabilities 


Device/Form Control 


Compressed Print 


MFG 


PCF 


10CPIonly 
10CPI.or16.5CPI 
10CPI,or5CPI 
10CPI.5CPI, 
16.5 CPI or 8.25 CPI 


MFG 

-._>/-.- MFG 
MFG 


V PCF 
PCF 

_V_PCF 



• Device/ Forms Control Option (MFG) not in- 
stalled 



With the MFG option not installed, the horizontal 
pitch changes, between 16.5 CPI and 10 CPI, 
must be made by enabling and disabling 
parameter 88 during the configuration process. To 
change pitches follow these instructions: 

1. Enter CONFIGURE mode as explained in 
Section 4. 

2. To choose 16. 5 CPI ho rizontal pitch, 
depress [H H I RETURN! . If 16.5 CPI is 
already enabled and 10 CPI is desired, 
depress i d (dIQ . 

3. Exit CONFIGURE mode as explained in 
Section 4. The terminal is now configured 
for the pitch chosen. 
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Device/Forms Control Option (MFG) in- 
stalled 

With the MFG option installed in addition 
to the compressed print (PCF) option, 
changes between 16.5 CPI and 10 CPI can 
be made via parameter 88 as in the above 
explanation. However, two extra pitch 
choices are now available, and these can- 
not be implemented by enabling or disabl- 
ing parameter 88 during the configuration 
process. Therefore, parameter 88 should 
not be implemented on an MFG-equipped 
machine unless only 16.5 CPI compressed 
print is desired. If a choice between 5 CPI, 
10 CPI, 8.25 CPI, and 16.5 CPI is desired, 
ESCape sequences are used to select the 
pitch either from the keyboard in LOCAL 
mode, or from the communications line in 
LINE mode. The process for doing this in 
LOCAL mode is explained below; a more 
detailed explanation for both LOCAL and 
LINE pitch changes is found in Sections 5 
and 9. 

With the LINEWLCL switch in LCL posi- 
tion, depress momentarily the I ESQ key 
followed by one of the following keys, 
depending on the horizontal pitch 
desired: 

IT! 5 CPI (double-wide standard) 
IT1 8.25 CPI (double-wide compressed) 
E>] 10 CPI (standard) 
R1 16.5 CPI (compressed) 

The Model 820 KSR will now print all data 
entered in LOCAL mode, or that data 
received in LINE mode, before another 
pitch change command, in the horizontal 
pitch style chosen. 



NOTE 

Enabling parameter 88 at the time of 
terminal configuration prohibits the 
Model 820 KSR from acting upon 
ESCape sequences dealing with pitch 
changes to 5 CPI or 10 CPI. The ter- 
minal will be 'locked" into compressed 
print mode and can only print at 16.5 
CPI or 8.25 CPI (via an ESCape se- 
quence) until parameter 88 is disabled. 



The 16.5 CPI pitch allows full 
132-coiumn lines on 8V2 inch wide 
forms, and 218-column lines on stan- 
dard 14 7/8 inch wide forms. 

6.3 USER-DEFINED CONFIGURATION OP- 
TIONS 

If the blanks next to the designations MDP or 
MPP on the Printer Configuration Label of the 
Model 820 KSR are checked, your terminal is 
equipped with one of the user-defined configura- 
tion options. These allow the user to enter any 
one of the configuration codes 01 through 08 
reserved for this purpose by the terminal. Selec- 
tion of one of these codes at the time of terminal 
configuration enables one of the possible eight 
separate and complete sets of configuration 
parameters. These parameters sets are pro- 
grammed into a permanent read-only type 
memory device which is included in terminals con- 
taining either of these options at the time of pur- 
chase, or installed with the option kit at a later 
date. A second label is affixed to the inside of the 
terminal cover if one of these options is installed. 
This label shows the parameters enabled by selec- 
ting codes 01 through 08 and serves as a reference 
to the operator. 

6.3.1 Multiple Default Configuration Option 
If the Model 820 KSR is equipped with the MDP 
(Multiple Default Configuration) option, any of the 
stored configuration sets 01 through 08 can be 
selected in the following manner: 

1. Enter CONFIGURE mode as explained in 
Section 4. 

2. Select any of the sets 01 -08 by depressing 
momentarily the [O] key foll owed by th e 
second numeral desired and IRETURNI . 
The terminal will respond with an audible 
tone, indicating that the Model 820 has 
accepted the configuration set chosen. 

3. If any changes are desired in the new 
parameter set, they may now be entered 
to replace or supplement the chosen set 
parameters, via the ordinary parameter 
selection method detailed in Section 4. 

NOTE 

The last parameters enabled, including 



those retained from the Default Con- 
figuration set, will be stored in non- 
volatile memory and "remembered" 
even when power is switched off. If 
any of the configuration sets stored in 
the option memory device are selected 
after any changes have been made, 
those changes will be superseded by 
the newly selected set. Modifications 
may then be made to the latest con- 
figured set. 

Any attempt to select a configuration 
code for which no parameter set is 
defined causes configuration error 
status. 

6.3.2 Multiple Protected Configuration Option 
The Multiple Protected Configuration (MPP) op- 
tion is very similar in purpose and selection to the 
MDP option. In fact, the only difference is that 
once one of the parameter sets of the installed op- 
tion is selected, no individual parameters of that 
set may be modified. The entire set chosen may be 
replaced by entering another of the parameters 01 
through 08, following steps 1 and 2 of the 
previous paragraph. 



NOTE 

The last set chosen will be stored in 
nonvolatile memory and "remem- 
bered" even when power is switched 
off. It is not necessary to reenter con- 
figuration parameters every time the 
machine is powered off and on again. 

Any attempt to select a configuration 
code for which no parameter set is 
defined causes configuration error 
status. 

6.4 PROTECTED ANSWERBACK MEMORY 
OPTION (MAP) 

Normally, the Answerback Memory (ABM) 
message is manually programmed into your Model 
820 KSR by the user at the time of terminal con- 
figuration, if an ABM message is desired. It can be 
changed by entering the CONFIGURE mode and 
reprogramming the message, as explained in Sec- 
tion 4. If the MAP blank is checked on your ter- 



minal's Printer Configuration Label, it is equipped 
with the Protected ABM option, which consists of 
a nonalterable memory device containing one and 
only one ABM message. This message is specified 
at the time of your terminal's purchase, and can- 
not be changed by the operator. 

The MAP option is exactly the same as the MDP 
option, except for the inclusion of the protected 
ABM message. To select the default character set 
containing the protected ABM message, follow 
the steps in paragraph 6.3.1 and select parameter 
set 01 . Any of the parameters of the set may be 
changed as before, and the entire set can be 
replaced, but the ABM message cannot be 
altered. The protected ABM message will not be 
included in any LOCAL mode report, but will be 
transmitted upon request similar to an ordinary 
ABM message. 

6.5 ALTERNATE CHARACTER SET 
OPTION-ASCII/APL 

The optional APL keyboard shown in Figure 6-1 
enables the terminal to transmit and receive both 
the standard ASCII and APL characters. The SO- 
SI/LOCK switch and ALTN CHAR indicator 
shown in Figure 6-2 are added to the control panel 
with this option installed. The SO-SI/LOCK 
switch in conjunction with the O, N, and CTRL 
keys and the ASCII control codes SI and SO, per- 
mit selection of either the APL or the ASCII mode. 

With the rocker switch in the SO-SI position and 
the terminal in the LCL mode, APL mode is 
selected by depressing the N key while the CTRL 
key is pressed and held, generating the ASCII 
control character SO (shift out). The ALTN CHAR 
(alternate character) indicator lights to signify that 
the terminal is in the APL mode. The terminal may 
be switched to ASCII mode by pressing and 
holding the CTRL key and pressing the O key, 
generating the ASCII control character SI (shift in) 
and extinguishing the ALTN CHAR indicator. 

With the terminal in LINE mode, the APL/ ASCII 
mode may be selected from the keyboard only if 
local copy of transmitted data is configured. 
Otherwise, the terminal will respond only to SO 
and SI characters received from the communica- 
tions line. If fixed mode operation (always APL or 
always ASCII) is required, the desired mode is 
selected while the terminal is in LCL mode and the 
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SO-SI/LOCK switch is then placed in LOCK posi- 
tion. With the switch in LOCK position, the ter- 
minal will ignore SO and SI characters generated 
from the keyboard or received from the com- 
munications line. 



6.6 NUMERIC KEYPAD 

An 18~key numeric keypad is an available 
keyboard option for high volumn data entry ap- 
plications. Since the numeric keypad must be 
physically mounted on the main keyboard printed- 
wiring circuit, this option is usually factory in- 



stalled. Field upgrade requires exchange of 
keyboard assemblies. 

Numeric keypad layout and symbolization are 
shown in Figure 6-3. The keypad is available on 
the standard ASCII and the APL option 
keyboards. 

The ENTER key is user-programmable as de- 
scribed in Section 4, None of the keys on the 
numeric keypad have typomatic action. The mode 
control keys (i.e., SHIFT, UPPER CASE, and 
CTRL) of the keyboard have no effect on the 
numeric keypad functions. 




Figure 6-1. Optional APL Keyboard 



6-4 



[V 



BREAK 



7T\ 



LINE 
RDY 

o 



LINE 



LCL 
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CHAR 
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SO-SI 



LOCK 
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VIEW 



OFF 



FORM 
ADV 



Figure 6-2. Control Panel USASCII/APL Option 
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Figure 6-3. Numeric Keypad (Optional) 
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Part 2. System Manual 

Section 7 
Communications Interface 



7.1 INTRODUCTION 

This section includes detailed data for the com- 
munications interface of the Model 820 KSR. In- 
formation is also included for cabling (diagrams) 
and point-to-point signal interchange. 



7.2 INTERFACE SIGNAL LEVELS 

The Model 820 KSR interface signals levels con- 
form to the EIA specification RS-232-C defini- 
tions. For simplicity, any discussion of the condi- 
tion of interface control signals is in the ON and 
OFF terms defined by this specification. 

When it is ON, a control line carries a positive 
voltage between +3 and +25 volts. When the 
line potential changes to a negative voltage be- 
tween -3 and -25 volts, the line is considered to 
be OFF. 



The digital data exchanged between the Model 
820 KSR and an external data set consists of a 
series of logic ONE and ZERO signals. A logic 
ONE, called a MARK, is indicated by a negative 
voltage between -3 and -25 volts. A logic 
ZERO, called a SPACE, is indicated by a positive 
voltage between +3 and +25 volts. 

In summary, a positive voltage on a control line is 
an ON condition; but a positive voltage on a data 
line represents a SPACE or logic ZERO. A 
negative voltage on a control line is an OFF condi- 
tion, but on a data line a negative voltage 
represents a MARK or logic ONE. 

7.3 ASYNCHRONOUS DATA FORMAT 

The character structure of data transmitted or 
received by the terminal consists of one start bit, 
seven data bits, one parity bit, and one or two 
stop bits as shown in Figure 7-1. 



+v • 



START BIT 



8 BITS 



I 



' r- f 
I I 
1 i i l 



r - 



l i i 
I i l 
L-I--L- 



STOP BIT (2 STOP 
**~BITS AT 110 BAUD) 

— SPACE - BINARY 0 



MARK -BINARY 1 



PARITY BIT 



Figure 7-1. Asynchronous Data Format 
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7.4 INTERFACE SIGNALS 

The standard interface between the Model 820 
KSR and the communications line conforms to 
the electrical requirements of EIA Standard RS- 
232-C and C.C.f.T.T. Standard V24. Table 7-1 lists 
the interface signals, which are explained in the 
following paragraphs: 

Table 7-1 . Interface Signals 



Connector 








Pin 


EIA 


C.C.I.T.T. 


EIA Name 


Number 








1 


AA 


101 


Protective Ground 


2 


BA 


103 


Transmitted Data 


3 


BB 


104 


Received Data 


4 


CA 


105 


Request to Send 


5 


CB 


106 


Clear to Send 


6 


CC 


107 


Data Set Ready 


7 


AB 


102 


Signal Ground 


8 


CF 


109 


Received Line Signal 








Detector 


11 


SCA 


120 


Secondary Request to 








Send 


12 


SCF 


122 


Secondary Received Line 








Signal Detector 


20 


CD 


108 


Data Terminal Ready 


22 


CE 


125 


Ring Indicator 


23 


CH 


111 


Data Signal Rate Selector 



is functional only when the terminal is 
configured for operation with half-duplex 
data sets such as the Bell 202 series. Re- 
quest to Send is held on at all times when 
the terminal is configured for full-duplex 
operation and the control signal, Data Set 
Ready, is ON. For half duplex operation, 
Request to Send is controlled by the con- 
figured line turnaround characters and 
reverse channel options, as well as the 
paper-out response and buffer response 
option. 

Clear to Send (CB) 

This line is turned ON by the data set to 
indicate to the terminal that the data set is 
ready to transmit. The terminal will not at- 
tempt to transfer data across the interface 
when Clear to Send is OFF. 

Data Set Ready (CC) 
This line is turned ON by the data set to 
indicate that a connection has been 
established. The terminal will not attempt 
to receive or transmit data across the in- 
terface when Data Set Ready is OFF. 



1 . Protective Ground (AA) 

This lead is connected to the terminal 
frame and earth ground conductor of the 
power cord. 

2. Signal Ground (AB) 

This lead is tied to the DC ground of the 
terminal power supply. It establishes the 
common ground reference for all inter- 
face signals. 

3. Transmitted Data (BA) 

This lead conveys signals from the ter- 
minal data transmitter output to the data 
set transmitter circuitry. It is held to a 
MARK condition when no data or break 
signals are being transmitted. 

4. Received Data (BB) 

This lead conveys signals from the exter- 
nal data set receiver to the terminal data 
receiver input. 

5. Request to Send (CA) 

This line is used by the terminal to control 
the transmitter carrier of the data set and 



8. Data Terminal Ready (CD) 

This line is turned ON by the data terminal 
to indicate that it is ready to receive a call. 
Operation depends upon the position of 
the LINE/WLCL switch, the configured 
"paper out" response, and the configured 
disconnect features. 

9. Ring Indicator (CE) 

This line is turned ON by the data set to 
indicate that a ringing signal is being 
received on the communications line. 
This signal is not used by the Model 820 
KSR. 

10. Received Line Signal Detector (CF) also 
referred to as Data Carrier Detect 

This line is turned ON by the data set to 
indicate that it is receiving a valid carrier 
signal from a remote data set. The ter- 
minal will not accept data from the inter- 
face if this signal is OFF. This line (and no 
other) is regarded as ON when open 
(floating) to permit operation with data 
sets, such as the Bell 113 series, which do 
not provide circuit CF. 
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1 1 . Data Signal Rate Signal Selector (CH) 
This signal is used by some terminals to 
select the transmit and receive data rate 
when used with data sets equipped with 
this option. The Model 820 KSR holds this 
signal ON when configured for 1200 baud 
or higher and OFF for 600 baud or less. 

12. Secondary Request to Send (SCA) 
This line is held ON by the terminal to turn 
on the reverse channel transmitter of a 
Bell 202 compatible data set, equipped 
with reverse channel option. The 
transmitted reverse channel indicates that 
the terminal is ready to receive data. This 
signal is turned OFF at line turnaround or 
when a break signal is transmitted in 
response to the configured paper out or 
buffer response features. This output is 
also used as a terminal ready/busy indica- 
tion in full-duplex mode for computer 
peripheral applications. (Configuration 
parameters 14 and 15). 

13. Secondary Receive Line Signal Detector 
(SCF) also referred to as Secondary Data 
Carrier Detect 

This signal has a dual function, depending 
on the external data set. It is held ON by 
202 series data sets to indicate receipt of a 
valid reverse channel carrier from a 
remote data set. When the terminal is 
configured for the reverse channel 
feature, it will not transmit data until 
reverse channel is received and will treat 
any loss of reverse channel for 1 12 ms or 
longer as a break signal. Bell 212 compati- 
ble data sets use this signal as a baud rate 
indicator, holding the signal ON for 1200 
baud operation and OFF for 300 baud. 
The terminal may be configured to adjust 
transmit and receive data rates 
automatically in response to this signal. 

7.5 COMMUNICATIONS INTERFACE CON- 
NECTOR AND CABLE 

The terminal is equipped with a receptacle 
equivalent to a Cinch or Cannon DB-19604-433 
with threaded retaining spacers. The mating cable 
should be terminated in a Cinch or Cannon 
DB-19604-432 plug mounted in a Cinch DB 
51226-1 hood or equivalent. A 6 foot cable, 



suitable for connection to Bell 202 and 212 series 
and most other data sets (Tl part no. 
2207634-0001) is available as an option with the 
terminal. Other mating data set cables and cable 
extensions are available as accessories. The 
following sections will provide a detailed descrip- 
tion of cable options available with the Model 820 
KSR. 

Satisfactory operation of the terminal can not be 
guaranteed when the length of the signal cable ex- 
ceeds the El A RS-232C recommendation of 15.25 
meters (50 feet). With proper design of the cable, 
drivers, receivers and terminating devices external 
to the terminal, satisfactory operation at distances 
up to 305 meters (1000 feet) is usually possible. 
Beyond this distance the current loop interface 
option or limited distance modems should be con- 
sidered. 

When using long signal cables it may be necessary 
to direct couple logic and safety grounds, by con- 
necting #221 to E223 on the electronics board in- 
side the terminal, to obtain satisfactory operation. 
The necessity for this is a function of the system 
installation and must be determined experimental- 
ly by a qualified installer. 

WARNING 

Long signal cables pose a possible 
safety hazard. Such cables must be 
adequately protected against light- 
ning strikes or accidental shorting to 
power conductors. Routing of the 
cables through grounded metallic 
conduit, with no power conductors 
in the same conduit or installation 
of suitable protective devices at 
each end of the cable are possible 
methods of protecting against 
operator injury or equipment 
damage. These precautions are par- 
ticularly important if any portion of 
the signal cable is installed out- 
doors. 

7.6 CURRENT LOOP COMMUNICATIONS 
INTERFACE OPTION 

The current loop interface option converts the EIA 
RS-232-C levels of the standard communications 
line interface to a 20 mA neutral current loop. The 
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interface consists of separate transmit and receive 
circuits, electrically isolated from each other and 
from signal and chassis ground. The receiver and 
transmitter may be used separately in a four-wire 
system or externally connected in series to form a 
two-wire system. Use of two-wire at data rates 
above 300 baud with the buffer-full/buffer-ready 
response enabled is not recommended. The 
BUSY signal (DCS) at buffer full is transmitted 
asynchronously with respect to received data, and 
may cause parity errors and incomplete or missing 
characters. 

The DC current loop interface option uses a nine- 
pin connector which is installed directly above the 
existing communications connector. The standard 
25-pin connector must have the shorting plug 
(provided with option) installed for the current 
loop option to function. 

Connect logic ground to safety ground by jumper- 
ing E221 to E223 on the terminal electronics board 
when using the current loop option. 



WARNING 

The safety precautions for long 
cables, described previously in 
paragraph 7 5, also apply to the cur- 
rent loop interface. 



The DC current loop cable pin assignments (Tl 
part no. 994403) are shown in Table 7-12. Four- 
wire and two-wire current loop connections are 
shown in Figure 7-2, The electrical specifications 
for the current loop option are: 



• Receiver 

Nominal Current: 20 mA dc 

Threshold (Decision) Current: 10+1-6 

mA 

Maximum Voltage Drop: 3.0 Vdc at 20 
mA 

Maximum Current Rating: 100 mA dc 
Continuous 

Maximum Common Mode Voltage: 45 
Vdc, continuous or switched at the con- 
figured transmission rate, will not cause 
errors in received data 

• Transmitter 

Nominal Current: 20 mA dc 
Maximum Current Capability: 100 mA dc 
Maximum Voltage Drop When On (Mark- 
ing): 1.0 Vdc, 20 mA 
Maximum Leakage Current When Off 
(Spacing): 0.5 mA, 45 Vdc 
Maximum Common Mode Voltage: Same 
as Receiver 

7.7 ACCESSORY CABLES 

Table 7-2 specifies part numbers and .description 
of the accessory cables available for specific 
equipment interface. Table 7-3 through 7-12 pro- 
vide additional data on these cables. 



7.8 RECOMMENDED DATA SET OPTIONS 

Table 7-13 contains the recommended settings of 
the 202, 212, and 103J modems for use with the 
Model 820 Terminal. 
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Table 7-2. Summary of Cables 



990 
COMPUTER 


© 


820 KSR 







763/765 




P1 




990 
COMPUTER 








820 KSR 


— — — i 


i 





770/771 
PORT J7 



< 



© 



© 



(OR) 



733 




ASR 





© 
© 



820 KSR 







820 KSR 





DATA SET 


© 




113/103 


820 KSR 




202/212 


(OR) © 







DATA 




TERMINAL 





® 



-CO 



© 




820 KSR 


1 — — — 



Q3) 



820 KSR 
TTY 



© ® 

H I I — — 




> 



820 KSR 









820 KSR 


Device 




Item 


Part Number 


Description 


Connector 


Connector 




JIM 










Type 


Type 


Meters 


Feet 


1 


2262093-0001 


990 TTY/EIA To 820 Cable 


25 Pin Male 


25 Pin Male 


9.1 


30 


2 


2262094-0001 


990 Extension - 820 Cable 


25 Pin Male 


25 Pin Female 


1.8 


6 


3 


993205-0001 


1 13A/ 103/202/2 12 Data Set 


25 Pin Male 


25 Pin Male 


1.8 


6 


4 


993210-0001 


Data Terminal Cable 


25 Pin Male 


25 Pin Female 


1.8 


6 


5 


993239-0001 


770 Data Terminal Cable 


25 Pin Male 


25 Pin Male 


1.8 


6 


6 


993211-0001 


EIA Extension Cable 














(25 wires) 


25 Pin Male 


25 Pin Female 


1.8 


6 


7 


959372-0002 


733 EIA Cable 


25 Pin Male 


25 Pin Edge 


1.8 


6 


8 


969626-0001 


742 EIA Cable 


25 Pin Male 


10 Pin Dual 
Edge Connector 






9 


973265-0001 


742 Auxiliary Cable 


25 Pin Female 


15 Pin Dual 
Edge Connector 


1.8 
3.7 


6 
12 


10 


983848-0001 


743 EIA Cable 


25 Pin Male 


1 5 Pin Female 


1.8 


6 


11 


2263350-0001 


763/765 Data Terminal Cable 


25 Pin Male 


1 5 Pin Female 


1.8 


6 


12 


2200051-0001 


763/765 Data Set Cable 


25 Pin Male 


1 5 Pin Female 


1.8 


6 


13 


994403-0001 


TTY Current Loop Cable . 






1.8 


6 


•14 


2207634-0001 


Asynch/Synch EIA Cable 


25 Pin Male 


25 Pin Male 


1.8 


6 



"This cable is recommended for use with the Bell 212 Modem that is configured for both 300 and 1200 baud operations. 
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MODEL 820/825 



"I 
I 

CURRENT* Mm 
SWITCH J '* M,T ' 



V CU 



_J 



P19 



TTYXMTP E2 



(ORN/WHT) 
or 

(WHITE) 



2 TTYXMTp/R El 



(BRN7WHT) 

or 

(GREEN ) 



EXTERNAL 
RECEIVER/ 
CURRENT 
SOURCE 



CURRENT 
SENSE 



(RCV) 



L___ 



TTYRCVD E3 



(YEL/WHT) 



( RED) 



* TTYRCVD/R E4 



I 



(RED/WHT) 

or 

( BLACK) 

FIGURE 7A. FOUR-WIRE CONNECTION 



EXTERNAL 
TRANSMITTER/ 
CURRENT 
SOURCE 



MODEL 820/825 



£URRENTi 
\SWITCH I 

I J 



CURRENT 
SENSE 



L 



n 



P19 

1 TTY X MTD E2 



(ORN/WHT) 

or 

(WHITE) 



TTYXMTD/R 



(BRN/WHT) 

or 

(GREEN) 



E1 




_l 



( RED) 



TTYRCVD/R 



(RED/WHT) 

or 

(BLACK) 



E4 



EXTERNAL 

TRANSMITTER/ 

RECEIVER/ 

CURRENT 

SOURCE 



FIGURE 7B. TWO-WIRE CONNECTION 



Figure 7-2. Modef 820/825 Current Loop Interface Configurations 



Table 7-3. 113A/103, 202/212 Data Set Cable (Tl Part No. 993205-0001) 



820 Pin 
P6-P7 
(Male) 


Data Set Pin 
(Male) 


RS-232-C 
Circuit 


Function 


1 


1 


AA 


Protective Ground 


2 


2 


BA 


Transmitted Data 


3 


3 


BB 


Received Data 


4 


4 


CA 


Request to Send 


5 


5 


CB 


Clear to Send 


6 


6 


CC 


Data Set Ready 


7 


7 


AB 


Signal Ground 


8 


8 


CF 


Received Line Signal 








Detector 


11 


11 


SCA 


Secondary Request 








to Send (Reverse 








Channel Transmit) 


12 


12 


SCF 


UvwUl IVJGII y nCuCI VCU 








Line Signal Detector 








(Reverse Channel 








Receive) 


20 


20 


CD 


Data Terminal Ready 


22 


22 


CE 


Ring Indicator 



Table 7-4. Data Terminal Cable {Tl Part No. 0993210-0001) 



Reference: 


Pin 


RS-232-C 
Circuit 


Function 


(Either End) 


1 
2 
3 
4 
5 
6 
7 
8 
11 
12 
15 

17 

20 
24 


AA 

BA 

BB 

CA 

CB 

CC 

AB 

CF 
SCA 
SCF 

DB 

DD 

CD 
AUXLIO 


Protective Ground 
Transmitted Data 
Received Data 
Request to Send 
Clear to Send 
Data Set Ready 
Signal Ground 
Data Carrier Detect 
Reverse Channel Transmit 
Reverse Channel Receive 
Tranmsission Signal Element 
Timing 

Receive Signal Element 
Timing 

Data Terminal Ready 
Auxiliary Input/Output Control 


820 PIN 

P7 
(Male) 

1 






DATA 
TERMINAL 

PIN 
(Female) 

» 1 








» 3 


3 ^ 






2 










5 ^ 






8 


fi « 






20 


7 ^ 






» 7 


8 + 






- • 4 



5 



20 
24 



Table 7-5. 770 Data Terminal Cable 
(Tl Part No. 993239-0001) 



Reference: 


Din 

pin 


RS-232-C 
Circuit 


Function 




1 


AA 


Protective Ground 




2 


BA 


Transmitted Data 




3 


BB 


Rp4°"pi\APH Data 




4 


CA 


Request to Send 




5 


CB 


Clear to Send 




6 


CG 


Data Set Ready 


(Either End) 


7 


AB 


Signal Ground 


8 


CF 


Data Carrier Detect 




11 


SCA 


Reverse Channel Transmit 




12 


SCF 


Reverse Channel Receive 




15 


DB 


Tranmsission Signal Element 








Timing 




17 


DD 


Receive Signal Element 








Timing 




20 


CD 


Data Terminal Ready 




24 


AUXLIO 


Auxiliary Input/Output Control 



820 PIN 

P7 
(Male) 

1 + 

2 _ 

3 ^ 

4 _ 

5 «4 

6 

7 * 

8 M 

11 „ 

12 ^ 
15 * 
17 * 
20 - 
24 ^ 



DATA 
TERMINAL 
PIN 
(Male) 

1 

+ 3 

. 2 

8 

_ 20 
-»» 7 
4 

12 

11 
17 
15 

-+» 6 



Table 7-6. 733 ASR Terminal Cable, 1200 Baud 
(Tl Part No. 959372-0002) 



820 Pin 


ASR Pin 


RS-232-C 


Function 


P13 


P1 


Circuit 


1 


A 


AA 


Protective Ground 


2 


H 


BA 


Transmitted Data 


3 


10 


BB 


PpppjwpH Data 


4 


C 


CA 


Request to Send 


5 


8 


CB 


Clear to Send 


6 


9 


CC 


Data Set Ready 


7 


7 


AB 


Signal Ground 


8 


K 


CF 


Received Line Signal Detector 


20 


6 


CD 


Data Terminal Ready 



Table 7-7. 742 Terminal Cable 
(Tl Part No. 969626-0001) 



820 Pin 


742 


RS-232-C 


Function 


P13 


P1 


Circuit 


1 


A 


AA 


Protective Ground 


2 


H 


BA 


Transmitted Data 


3 


10 


BB 


Received Data 


4 


F 


CA 


Request to Send 


5 


8 


CB 


Clear to Send 


6 


9 


CC 


Data Set Ready 


7 


7 


AB 


Signal Ground 


8 


K 


CF 


Received Line Signal Detector 


11 


5 


SCA 


Secondary Request to Send 


12 


4 


SCF 


Secondary Received Line 








Signal Detector 


20 


6 


CD 


Data Terminal Ready 


22 


J 


CE 


Ring Indicator 



Table 7-8. 742 Auxiliary Cable 
(Tl Part No. 973265-0001) 



820 Pin 
P13 


742 Pin 
P2 


RS-232-C 
Circuit 


Function 


3 
4 
5 
6 
7 
8 
11 
12 

20 


11 

1 

12 
13 


BB 
CA 
CB 
CC 
AB 
CF 
SCA 
SCF 

CD 


Received Data 
Request to Send 
Clear to Send 
Data Set Ready 
Signal Ground 

Received Line Signal Detector 
Secondary Request to Send 
Secondary Received Line 
Signal Detector 
Data Terminal Ready 


820 PIN 

P13 
(Female) 

3 «« 






742 PIN 

P2 
(Male) 

11 


4 








5 ^_ 








fi - 








7 n 




„ 1 


8 M 






11 




^ 19 


12 * 


w 13 



Table 7-9. 743 Terminal Cable 
(Tl Part No. 983848-0001) 



820 Pin 


743 Pin 


RS-232-C 


Pi motion 

1 VII llrllWI I 


P2 


P1 


Circuit 


1 


9 


AA 


Protective Ground 


2 


13 


BA 


Transmitted Data 


3 


12 


BB 


Received Data 


4 


10 


CA 


Request to Send 


7 


1 


AB 


Signal Ground 


8 


11 


CF 


Received Line Signal 








Detector 


20 


15 


CD 


Data Terminal Ready 



Table 7-10. 763/765 Data Terminal Cable 
Pin Assignments (Tl Part No. 2263350-0001) 



763/765 
Terminal 
Connector 
(P1) 


820 
Terminal 
Connector 


Function 


763/765 
Circuit 


EIA 


C.C.I.T.T. 


-1 


-1 


PG 


AA 


101 


-2 


-11 


CTS 


CB 


106 


-3 


-2 


RCV 


BB 


104 


-4 


-4 and -5 


DCD 


CF 


109 


-8 


-6 


DTR 


CD 


108.2 


-9 


-20 and -8 


DSR/CCT 


CC 


107 


-14 


-3 


XMT 


BA 


103 


-15 


-7 


SG 


AB 


102 



Table 7-11. TTY Current Loop 
Interface Cable P/IM 994403-0001 



820 Pin 


Retainer 
Clip 


Function 


1 


E2 


TTY Transmitted Data Return 


2 


E1 


TTY Transmitted Data 


4 


E4 


TTY Received Data Return 


5 


E3 


TTY Received Data 
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Table 7-12. Asynch/Synch EIA Cable* 
(Tl Part No. 2207634-0001) 



820 Pin 
(Male) 


Data Set Pin 
(Male) 


RS-232-C 
Circuit 


Function 


1 


1 


AA 


Protective Ground 


2 


2 


BA 


Transmitted Data 


3 


3 


BB 


Received Data 


4 


4 


CA 


Request to Send 


5 


5 


CB 


Clear to Send 


6 


6 


CC 


Data Set Ready 


7 


7 


AB 


Signal Ground 


8 


8 


CF 


Received Line 








Signal Detector 


11 


11 


SCA 


Secondary Request 








to Send 


12 


12 


SCF 


Secondary Re- 








ceived Line 








Signal Detector 


1 r 
I o 


■tc 

io 


Ub 


Transmission Sig- 








nal Element Timing 


17 


17 


DD 


Receiver Signal 








Element Timing 


20 


20 


CD 


Data Terminal 








Ready 


22 


22 


CE 


Ring Indicator 


23 


23 


CH 


Data Signal Rate 








Selector (DTE) 



*NOTE: Recommended for use with the Bell 212 Data Sets equipped 
with the Speed Control Option. 



Table 7-13. Recommended Data Set Options 



1 0*1 J 

1 Uvu 




Modem Option 


Recommended 


Setting 


Receive space disconnect 


Either-— Tor U 


Send space disconnect 


Either — V or Y 


Loss of carrier disconnect 


Either — S or R 


CC Indication 


Early — ZD 


CB and CF indications 




CC indication for analog loop 


On — ZF 


Automatic answer 


Yes — ZH 


r anodic stale OI v_/IN CliCUIl 


Off — J 


Common ringer 


Either — ZB orZA 


Common grounds 


Yes — Q 


Tip ring make busy 


No — E 


*jn*jc 




Modem Option 


Recommended 


Setting 


Soft tumoff and squelch intervals 


Soft turnoff = 24 ms (R) 




Squelch =156 ms (R) 


Fast carrier detect 


Out — N 


Plpar-tn-^anrl interval 


180 ms — G 


Auto answer 


In — B 


Local copy primary channel 


Out — ZB 


Condition of CC (DSR) in analog loop 


On — Yl 


Transmit only 


Out — YH 


Echo suppression enable 


Out — YR 


Carrier control turnaround 


In — YS 


Early CC (DSR) indication 


Out — YV 


Reverse channel 


Either — ZC or ZD 


Local copy on reverse channel 


Out — ZF 


Grounding option 


Signal ground to 




frame — ZG 


ZlZA 




Modem Option 


Recommended 


Setting 


Tip ring make busy 


Out — E 


CC indication for analog loop 


On — ZF 


CN circuit 


Out — YF 


Transmitter timing 


Internal — YC 


1200 baud operation 


Async/start-stop— YG 


Character length 


10-bit — YS 


Receiver respond to digital loop 


Off — YL 


Loss of carrier disconnect 


In — S 


Receive space disconnect 


In — V 


CB and CF indications 


Common — A 


Send space disconnect 


In — T 


Automatic answer 


In — ZH 


Answer mode indication, CE 


Off — W 


Speed mode 


Dual — YP 


Interface speed indication, CI 


In — YQ 


Signal ground to frame connection 


In — A 


Speed Control* 


Interface- XJ 



*NOTE: Speed Control Option for 300/1200 BPS surface. 
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Section 8 



Model 820 KSR Communications Systems 

Operating Characteristics 



8.1 INTRODUCTION 

This section provides a detailed description of the 
line communications characteristics of the Model 
820 KSR and is intended for the systems engineer, 
programmer, or analyst. 

8.2 COMMUNICATIONS MODES 

The Model 820 KSR has three communications 
modes which may be selected from the keyboard 
for use with external data sets (modems): 

• Half duplex (code 11) 

• Half duplex with reverse channel (code 
12) 

• Full duplex (code 13) 

Or, one of three non-modem communications 
modes also may be selected from the keyboard. 

• Full duplex with reverse channel transmit 
(SCA) ON for ready (code 14). 

• Full duplex with reverse channel transmit 
(SCA) OFF for ready (code 15). 

• Enable current loop option (same as code 
14 otherwise; code 16). 

Local copy of transmitted data may be enabled 
from the keyboard for all communications modes, 
including full duplex. 

8.2.1 Full-Duplex Data Set 

The full-duplex data set communications mode 
provides independent receive and transmit cir- 



cuits, thus allowing simultaneous bidirectional 
communications with an external data set. This 
communications mode supports the communica- 
tions timing constraints required by many data 
sets and allows the use of the automatic discon- 
nect and auto-triggered answerback features of 
the Model 820 KSR. 

If local copy of transmitted data (code 82) is 
enabled in this communications mode, and the 
Model 820 transmits any characters while 
simultaneously receiving data from the com- 
munications line, the transmitted and received 
data will be interleaved on the printed page. 

8.2.2 Half Duplex 

Half-duplex mode on the Model 820 KSR refers to 
the use of communications channel, such as that 
provided by a Bell 202-series data set, which per- 
mits data communications in only one direction at 
a time. Half-duplex operation in the Model 820 
KSR can include the use of a protocol which uses 
line turnaround (LTA) characters for line control. 
Receipt of a turnaround character switches the 
Model 820 KSR from the receive to the transmit 
mode. Transmission of a line turnaround 
character, as part of a transmit sequence, 
switches the Model 820 KSR back to the receive 
mode. 

A configuration parameter (configuration code 66) 
can be enabled for use with this communications 
mode which will cause the terminal to operate 
without the use of line turnaround characters. In 
this type of half-duplex operation the terminal will 
switch to the transmit mode only when the ter- 
minal has a transmit sequence ready to send and 
the communications line control signal Data Car- 
rier Detect is OFF, indicating that the channel is 
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free to use. The terminal will automatically return 
to a ready to receive state after the transmit se- 
quence has been completed. 

8.2.3 Half Duplex with Reverse Channel 

The Model 820 KSR provides additional control in 
the half-duplex mode by utilizing the reverse chan- 
nel features of a type-202 data set. The reverse 
channel transmit and receive circuits are used for 
circuit assurance and for printer busy. 

The use of line turnaround characters may also be 
inhibited for this half-duplex mode. 

8.2.4 Direct Wire Full Duplex 

These three communications modes provide in- 
dependent transmit and receive circuits but do not 
support the communications timing constraints 
often required by data sets. They also differ from 
the data set modes in that: 

• The communications interface control 
line Secondary Request-to-Send 
(SCA — Reverse Channel Transmit) is 
used as a terminal ready-busy indicator. 

• Operation of the auto-triggered answer- 
back memory and automatic disconnect 
features are dependent on the revision 
level of the firmware (ROMS) installed in 
the terminal. To determine the ROM set 
installed in your terminal, refer to 
paragraph 10.3.2.4, ROM Identification 
Report. 

For all ROM sets, auto-disconnect parameters 61, 
62 and 63 are invalid. 

For ROM sets 03B/04B, 05B/06B, and 07B/08B, 
auto-disconnect parameter 64 and auto-triggered 
ABM parameter 71 are also invalid. For ROM set 
09B/10B and higher-numbered revisions, these 
two parameters are functional. 

Code 16 will also enable the optional current loop 
interface if installed. 

If code 14 is selected, SCA is ON when ready; for 
code 15, SCA is OFF when ready. These 
parameters simplify the use of the Model 820 KSR 
in computer hardwired applications and should 
not be selected for terminals connected to exter- 
nal data sets. 



8.3 USING EXTERNAL DATA SETS 

The three modes of data set communications sup- 
ported in the Model 820 KSR are (a) full-duplex, 
(2) half duplex, and (3) half-duplex with reverse 
channel. The sequence of events that occurs be- 
tween the Model 820 KSR and an external data set 
for each mode of communications is described in 
the following paragraphs. For simplicity the condi- 
tion of the control lines is discussed only in the ON 
and OFF terms defined by EIA Specification 
RS-232-C. The EIA circuit designation for each 
control signal is listed in Table 7-1. 

Since a great variety of data sets are available on 
the commercial market, it is not feasible to discuss 
the individual requirements of each data set. 
Therefore, the scope of the following topics is 
limited to those signals received from an external 
data set and the signals provided by the Model 820 
KSR terminal to a data set. 

Terminal operation is described below with the 
following Model 820 KSR features disabled. 

• Answerback memory (ABM) auto-trigger 

• Automatic disconnect 

• Fail-safe disconnect 

• No activity disconnect 

Operation with these features enabled is dis- 
cussed under separate headings later in this sec- 
tion. 

8.3.1 Full-Duplex Operation , 
The full-duplex data set mode provides indepen- 
dent receive and transmit circuits which permit 
simultaneous bidirectional communication to oc- 
cur. 

The terminal operator initiates communications 
mode operation by switching the LINE/*/ LCI- 
switch "to the LINE position, which switches the 
Data Terminal Ready (DTR) Line ON. The DTR 
Line must be ON before the external data set may 
switch the Data Set Ready (DSR) line ON. When 
ready to exchange data with a remote device, the 
external data set will switch the DSR line ON. If 
the terminal does not detect DSR, it will wait (the 
keyboard is disabled while the terminal is waiting) 
until DSR switches ON. 
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The Model 820 KSR terminal switches the request 
to send (RTS) line ON as soon as it detects that 
the DSR line has been switched ON by the exter- 
nal data set. At the same time the Model 820 KSR 
causes the LINE RDY indicator on the operator 
control panel to start flashing. 

To begin the actual data exchange, two signals 
are now required: Data Carrier Detect (also called 
Received Line Signal Detector) and Clear To 
Send. The receive circuit requires the Data Carrier 
Detect (DCD) signal to be ON to begin operation, 
and the transmit circuit requires Clear To Send 
(CTS) line to be ON. Although the receive and 
transmit sequence of events occur simultaneous- 
ly, each sequence is described separately. 

The Model 820 KSR terminal must receive a clear 
to send (CTS) signal from the external data set 
before it can transmit data. After CTS switches 
ON, the LINE RDY indicator on the operator con- 
trol panel will stop flashing and glow steadily. The 
terminal then can transmit data entered from the 
keyboard to the external data set via the Transmit- 
ted Data (TD) line. Each character then is 
transmitted as it enters the data set and is 
modulated for transmission over the telephone 
line. Transmission of data may continue as long as 
characters are entered from the keyboard until 
loss of either the CTS or DSR signals occurs. 

If the CTS line goes OFF, the LINE RDY indicator 
will begin flashing and any character being 
transmitted will be completed, but no new 
characters will be transmitted until CTS switches 
back ON. Any characters entered via the keyboard 
while CTS is OFF are stored in a 32-character first- 
in-first-out (FIFO) buffer. The characters in the 
FIFO buffer will be transmitted when CTS 
switches back ON. After 32 characters are entered 
into the buffer with CTS OFF, an alarm will sound 
when entry of the 33rd character is attempted. An 
error code 25 will be displayed on the terminal 
status display (TSD) of the operator control panel, 
and the last character entered will be lost. 

If DSR goes OFF, indicating that the call has been 
disconnected, the terminal LINE RDY indicator 
will extinguish, and any characters remaining in 
the transmit FIFO buffer will be lost. The Model 
820 KSR will respond to the loss of DSR by 



switching RTS OFF. DTR will remain ON until the 
LINEWLCL switch is returned to the LCL posi- 
tion. 

If the terminal LINE/* /LCL switch is switched to 
the • (STANDBY) position from the LINE posi- 
tion, the DTR line will remain ON but data will not 
be accepted or transmitted. The terminal does not 
provide any indication to the external data set that 
it is in STANDBY. 

The Data Carrier Detect (DCD) line from the exter- 
nal data set must be ON for the terminal to receive 
data on the Received Data (RD) line. When DCD 
is detected by the terminal, the CARR RCV in- 
dicator on the operator control panel will light. If 
the DCD line switches OFF, the CARR RCV in- 
dicator will extinguish and the terminal will stop 
receiving data until DCD is ON again. 

Because some data sets do not have a DCD out- 
put (e.g., 113-type data sets) the Model 820 KSR 
determines the presence of DCD by checking for 
an OFF (negative voltage) condition. If the DCD 
input to the Model 820 KSR does not have a 
negative potential or there is no input connected 
to it, the line is assumed to be ON and the CARR 
RCV indicator will light. When the terminal is used 
with 113-type data sets, the CARR RCV indicator 
is always lit. 

8.3.2 Half Duplex Without Reverse Channel 
Operation 

When the Model 820 KSR is operating in the half- 
duplex mode, communications can take place in 
only one direction at a time. When the Model 820 
KSR is in receive mode, the remote unit must be 
in the transmit mode. Likewise, when the Model 
820 KSR is in the transmit mode, the remote unit 
must be in the receive mode. The one-way nature 
of this type of communications channel requires 
that both units of the communications link be in 
agreement on which unit should be in receive 
mode and which unit should be in transmit mode. 
This may be accomplished by having the transmit- 
ting unit control the line. 

Line control for this type of half-duplex system is 
usually accomplished by the use of a line turn- 
around character. When the Model 820 KSR 
receives a line turnaround character, it switches 
from the receive mode to the transmit mode and 
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when the Model 820 KSR transmits a line turn- 
around character, it switches from the transmit to 
receive mode and is ready to receive data. When 
the remote unit receives the line turnaround 
character, it switches from receive mode to 
transmit mode. The transmitting unit must pro- 
vide a turnaround character upon completion of a 
transmission. The receiving unit has no control of 
the communications line until it receives a line 
turnaround character and becomes a transmitting 
unit. 

The Model 820 KSR provides for selecting any 
three of the 128 ASCII characters for use as turn- 
around characters. In addition, the receipt of the 
character ENQ is treated as a line turnaround 
character is an ABM is programmed; the transmis- 
sion of the character ENQ will always be treated as 
a line turnaround character. 

The operator initiates communications mode 
operation by setting the terminal LINE/VLCL 
switch to the LINE position. This causes the Data 
Terminal Ready (DTR) line to switch ON informing 
the external data set that the Model 820 KSR ter- 
minal is ready to exchange data. When the data 
set switches the Data Carrier Detect (DCD) line 
on, the terminal must check its keyboard to deter- 
mine if it should switch to the receive mode. If a 
keyboard entry is made prior to DCD becoming 
valid, or if the auto-triggered ABM feature is used, 
the terminal will raise its Request To Send (RTS) 
line and enter the transmit mode as soon as it 
receives valid Clear To Send (CIS) signal, and re- 
main there until an LTA character is transmitted. 

If the external data set switches the DCD line ON 
prior to a valid keyboard entry or auto-triggering 
of the ABM message, indicating a carrier present 
on the communications line, the Model 820 KSR 
terminal will switch to the receive mode, the 
CARR RCV indicator will illuminate, and the LINE 
RDY indicator will remain lit. 

The terminal will remain in the receive mode until 
it receives a turnaround character on the Received 
Data line, or the call is disconnected. It is not the 
responsibility of the external data set to detect the 
line turnaround character. The data set will send 
the characters on the data line. The Model 820 
KSR terminal is responsible for recognizing the 
turnaround character and acting upon it. 



NOTE 

If the 820 KSR is receiving and DCD is 
lost but no LTA is received, the 
opeator can seize the li ne by mo men- 
tarily depressing the IBREAKI key; 
this forces the 820 KSR into the 
transmit mode. 

When the Model 820 KSR terminal detects a line 
turnaround character, the receive circuits are 
disabled, the CARR RCV indicator extinguishes, 
and when the DCD line is switched OFF, the Re- 
quest To Send (RTS) line is switched ON. The 
LINE RDY indicator on the operator control panel 
will begin to flash until the external data set 
switches the Clear To Send (CTS) line ON. After 
the CTS line is switched ON, the LINE RDY in- 
dicator will glow steadily. 

The Model 820 KSR will go to the transmit mode 
when it receives a line turnaround character and 
will remain in the transmit mode until a line turn- 
around character is transmitted. 

8.3.3 Half Duplex with Reverse Channel 
Operation 

Half-duplex with reverse channel operation is 
similar to half-duplex; but a low-frequency secon- 
dary channel, commonly referred to as the reverse 
channel is added. In a line turnaround character 
half-duplex system the receiving unit has no con- 
trol over the communications channel. In a half 
duplex with reverse channel system, the receiving 
unit has limited control of the communications 
channel by use of the reverse channel control 
signal. 

Additional control lines are used in half duplex 
with reverse channel communications. The two 
reverse channels are Secondary Received Line 
Signal Detector (circuit SCF) and Secondary Re- 
quest To Send (circuit SCA). Because there are 
no standardized short forms of the reverse chan- 
nel names, the EIA circuit names SCF and SCA 
are used in the following discussion. 

When the Model 820 KSR terminal switches the 
reverse channel SCA line ON, it is received by the 
remote unit as a reverse channel SCF signal. 
Likewise, when the remote unit switches the 
reverse channel SCA line ON, it is received by the 
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Model 820 KSR terminal as a reverse channel SCF 
signal. 

No officially recognized standard exists to specify 
use of the reverse channel. The Model 820 KSR 
terminal sequence of events for reverse channel 
operation is described below. 

Initiation of half-duplex data communications with 
reverse channel is identical to the half-duplex 
described in paragraph 8.3.2. The Model 820 KSR 
terminal sets the Data Terminal Ready (DTR) line 
to ON and waits for a Data Set Ready (DSR) 
signal from the external set. When the Model 820 
KSR detects the DSR from the data set, the 
Model 820 KSR enters an idle state with SCA on, 
until the necessary parameters are detected to 
enable the Model 820 KSR to switch into either 
the transmit or receive mode. 

If the external data switches the Data Carrier 
Detect (DCD) line ON, while the Model 820 KSR is 
in the idle state, the Model 820 KSR will switch to 
the receive mode, the CARR RCV light will il- 
luminate, and the SCA line will remain ON. The 
Model 820 KSR will remain in the receive mode 
until it receives a line turnaround character. 

Upon entering transmit mode, initially to transmit 
a keyboard-entered character or an auto-triggered 
ABM, or after a line turnaround, the terminal 
waits for the SCF (Secondary Received Line 
Signal Detector) line to switch ON before sending 
a character. If the SCF line does not switch within 
8 seconds after the Request To Send (RTS) line is 
switched ON, then the terminal switches OFF 
RTS and switches ON SCA, thus returning to the 
receive mode. If SCF switches OFF while the ter- 
minal is in the transmit mode, the terminal holds 
the Transmit Data (TD) line to a MARK condition 
and initiates a 112-millisecond timeout. During 
this timeout and while SCF is OFF, any characters 
to be transmitted will be placed in the transmit 
FIFO buffer. If SCF switches ON before the 
timeout completes, then the terminal remains in 
transmit mode, sending any characters that may 
remain to complete a transmit sequence. If SCF 
remains OFF for the duration of the timeout, then 
the terminal reverts to the receive mode by 
switching OFF RTS and then switching ON the 
SCA line. Any characters remaining to be 
transmitted at this time are discarded. 



8.3.4 Half Duplex Operation without Line 
Turnaround Characters 

The Model 820 KSR will operate with both types 
of half-duplex communications channels without 
using line turnaround characters for line control. 
This type of half-duplex operation is selected by 
enabling configuration code 66 in conjunction 
with one of the half-duplex communications mode 
configuration codes (11 or 12). The half duplex 
without line turnaround character type of opera- 
tion is the same as the standard half-duplex 
modes (with line turnaround characters) with the 
exception that the turnaround of the communica- 
tions line and any transition from the receive or 
transmit mode will be to an idle state. 

The Model 820 KSR holds the Data Terminal 
Ready (DTR) line ON when it is in the idle state. If 
the Model 820 KSR is in the half-duplex with 
reverse channel mode, Secondary Request To 
Send (SCA) will also be held ON when the ter- 
minal is in the idle state. The transitions among 
the idle, receive, and transmit states will take 
place as follows. The transition from idle to 
receive will occur when Data Carrier Detect (DCD) 
is switched ON and the transition from receive to 
idle will occur when DCD is switched OFF. The 
transition from idle (note that DCD must be OFF 
to be in the idle state) to transmit will occur when 
there is a character sequence ready to be transmit- 
ted and the transition from transmit to idle will oc- 
cur when the transmit sequence is completed. For 
half duplex with reverse channel, the transition 
from transmit to idle will also occur if the Secon- 
dary Received Line Signal Detector (SCF) line 
does not switch ON within 8 seconds or if SCF is 
lost (switched OFF after being ON) for 112 
milliseconds. 



NOTE 

The fail-safe disconnect loss of carrier 
time-out will be disabled when the ter- 
minal is set for half duplex without line 
turnaround character operation. The 
operator error status code for failure to 
program line turnaround characters in 
half duplex (Code 10), will also be 
disabled. 

A transition from transmit to idle modes may be 



8-5 



effec ted by de pressing the 1CTRL1 , 1SHIFT1 , 
and IRETURNI keys simultaneously. This opera- 
tion will cause the RTS line to be forced low (and 
the SCA line to be forced high, if in half duplex 
with reverse channel) if code 66 is enabled. If 
parameter 66 is not enabled, this action will cause 
the first programmed LTA character to be 
transmitted. Either case assures that the Model 
820 KSR will now be ready to receive data and the 
connected equipment has been notified of this 
new status. 



8.4 ANSWERBACK MEMORY FUNCTIONS 

The Model 820 KSR provides as a standard 
feature an answerback memory (ABM) which may 
be programmed with a message of up to 21 
characters. If a message is programmed, it will be 
transmitted when the ASCII character ENQ is 
received or when the HERE IS key is depressed. 
The terminal may also be configured to transmit 
the ABM automatically when a call is answered or 
originated (ABM auto-trigger feature). The ABM 
auto-trigger feature does not function for full 
duplex modes 14, 15 or 16 with ROM set 
03B/04B, 05B/06B or 07B/08B installed. 

The standard ABM is stored in the non-volatile 
configuration memory and is operator- 
programmable. For applications where field pro- 
grammability is not desired, non-alterable PROM 
storage of the ABM is available as a hardware op- 
tion. 

The ABM auto-trigger feature causes the answer- 
back message to be transmitted automatically at 
the following times, according to the communica- 
tions mode: 

1. Full duplex— 1,28 seconds after both 
Data Set Ready (DSR) and Clear To Send 
(CTS) have turned ON. Request To Send 
is switched ON when DSR switches ON. 
CTS ordinarily turns ON simultaneously 
with the Data Carrier Detect line. 

2. Half duplex— Similar to full duplex except 
that the Data Carrier Detect line (DCD) is 
tested when Data Set Ready turns ON. If 



DCD is OFF for 220 milliseconds, in- 
dicating that no carrier is being received, 
Request To Send (RTS) is switched ON 
and the answerback is transmitted 1.28 
seconds after Clear To Send switches 
ON. If DCD is ON within 220 milliseconds 
after DSR switches ON, the Model 820 re- 
mains in receive mode until the first line 
turnaround. The answerback is then 
transmitted at the same 1 .28 second delay 
after CTS switches ON. 

3. Half duplex with reverse channel — Iden- 
tical to half duplex with the exception 
that reverse channel must be received 
(SCF ON) before the answerback is 
transmitted. 



NOTE 

In both half duplex and half duplex 
with reverse channel operation with 
line turnaround (LTA) characters, the 
answerback must be programmed to 
include an LTA as the last character of 
the message if the Model 820 KSR is 
expected to revert to receive mode 
after the ABM is transmitted. In half- 
duplex operation without line turn- 
around characters (parameter 66 
enabled), the terminal will automatical- 
ly (without any LTA character) revert 
to a ready to receive (idle) state when 
the ABM is transmitted. 



8.B AUTOMATIC DISCONNECT 

The Model 820 KSR provides for recognition of 
the ASCII control character EOT or the two 
character sequence, OLE followed immediately by 
EOT, as disconnect characters. Recognition of 
EOT and/or DLE EOT may be enabled or disabled 
from the keypad as part of the terminal configura- 
tion procedure. This feature is functional only in 
conjunction with communications mode 
parameters 11, 12 and 13. If a disconnect 
character is enabled, its reception initiates the 
following sequence: 
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Recognition of additional data from the 
communications line and transmission to 
the line are inhibited. 



• Line turnaround time-out— DCD 
OFF for 8 seconds after a line tur- 
naround character is transmitted. 



b. Data Terminal Ready (DTR) is pulsed OFF 
until Data Set Ready (DSR) has been OFF 
for 3 seconds. 

c. Data transmission and recognition are 
reenabled when the next call is answered 
or originated. If no disconnect character 
is enabled the line is monitored for data 
until either Data Carrier Detect (DCD) or 
DSR switches OFF. Disconnect must be 
effected manually, by the data set's inter- 
nal disconnect options, or by the failsafe 
disconnect feature, if so configured. 



8.6 FAIL-SAFE DISCONNECT 

The fail-safe disconnect feature, when enabled, 
causes the Model 820 KSR to disconnect from the 
transmission line when certain abnormal condi- 
tions occur. Disconnect is accomplished by puls- 
ing OFF Data Terminal Ready (DTR) until Data 
Set Ready (DSR) has been OFF for 3 seconds. 
The audible alarm sounds momentarily and an 
"abnormal disconnect" error code is displayed to 
the operator. The error display i s reset th e next 
time DSR switches ON, or the 



RESET 



key is 

actuated. The failsafe disconnect feature is func- 
tional only in conjunction with communication 
mode parameters 11, 12 and 13. 

Fail-safe disconnect occurs under the following 
conditions according to communications mode: 

Full duplex: 

• Wrong number time-out— No car- 
rier received (DCD OFF) within 22 
seconds after Data Set Ready 
(DSR) switches ON. 

• Loss of carrier time-out— DCD OFF 
for 8 seconds after having been ON. 

Half Duplex: 

• Wrong number time-out — DCD 
OFF for 22 seconds after DSR swit- 
ches ON unless the ABM auto- 
trigger feature is enabled. 



• Loss of carrier time-out— DCD OFF 
for 8 seconds after having been ON, 
unless 1) the DCD line OFF was 
preceded by receipt of a line tur- 
naround character or 2) no LTA 
operation is selected. 

• Clear to Send time-out— Clear to 
Send (CTS) fails to switch ON 
within 8 seconds after Request To 
Send (RTS) is switched ON. 

Half Duplex with Reverse Channel: 

• Wrong number time-out — DCD 
OFF for 22 seconds after DSR 
switches ON. 

• Line turnaround time-out— DCD 
OFF for 8 seconds after a line 
turnaround character is transmitted. 

• Loss of carrier time-out— DCD OFF 
for 8 seconds after having been ON, 
unless 1 ) turnoff of DCD is preceded 
by turn-off of SCA (Model 820 KSR 
busy) or receipt of a line turnaround 
character or 2) no LTA operation is 
selected. 

• Clear to Send time-out— CTS fails 
to switch ON within 8 seconds after 
RTS is switched ON. 

In all cases, the "abnormal disconnect" code is 
not displayed if Data Set Ready switches OFF 
before the specified time-out elapses or if discon- 
nect is preceded by receipt of the configured 
disconnect character or character sequence. 

8.7 NO ACTIVITY DISCONNECT 

The no activity disconnect feature, when enabled, 
causes the terminal to disconnect from the 
transmission line when no data has been received 
or transmitted within a continuous three (3) 
minute time period. Disconnect is accomplished 
by pulsing Data Terminal Ready (DTR) OFF until 
Data Set Ready (DSR) has been OFF for three 
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seconds. The audible alarm tone sounds and the 
"no activity disconnect" status code is displayed. 
The status c ode will b e reset when DSR switches 
ON, or the [RESET] key is pressed. The no ac- 



tivity disconnect is functional only in conjunction 
with communications mode parameters 11, 12 
and 13. 

8 8 ABNORMAL MECHANICAL CONDITION 
DISCONNECT 



8.9 USING FULL-DUPLEX DIRECT WIRE 
MODE 



The direct wire modes of operation are provided 
for hard-wire (back-to-back), high speed applica- 
tions that do not use a data set. The direct wire 
modes should not be used in conjunction with a 
data set; conversely, data set modes should not 
be used for hard-wired applications. 



Two abnormal mechanical conditions will cause 
the terminal to disconnect automatically if the pro- 
per parameters are enabled. The two disconnect 
conditions are: 

• Paper-out 

• Carriage jam. 

If the disconnect parameter (configuration code 
64) is enabled, and a paper-out or carriage jam 
condition is detected, the terminal will switch the 
Data Terminal Ready (DTR) line OFF and display 
the appropriate error code. Configuration code 64 
is not functional with full-duplex communication 
mode parameters 14, 15 or 16 enabled if one of the 
following ROM sets is installed: 03B/04B, 
05B/06B, or 07B/08B. If the disconnect 
parameter is not enabled, a busy indication is set 
when either condition occurs. The busy indication 
the terminal generates depends upon the com- 
munications mode: 

• Full Duplex: A timed BREAK pulse (256 
ms SPACE signal) will be transmitted 
unless parameter 96 is enabled. Refer to 
paragraph 8.11. 

• Half Duplex: No response possible; Re- 
quest To Send (RTS) will be held OFF 
following receipt of the next line turn- 
around character. 

• Half Duplex with Reverse Channel: 
Reverse channel (SCA) will be switched 
OFF. 



The direct wire full-duplex modes operate general- 
ly the same as the data set full-duplex mode, ex- 
cept that the ready/ busy status is reported via the 
reverse channel transmit (SCA) line. 

The EIA control lines Data Carrier Detect (DCD) 
and Data Set Ready (DSR) must be ON for the 
Model 820 KS R to receive data. The control lines 
DSR and Clear To Send (CTS) must be ON for the 
Model 820 KSR to transmit data. The Model 820 
KSR maintains Data Terminal Ready (DTR) and 
Request To Send (RTS) in an ON condition when 
online. 



8.10 RECEIVED DATA BUFFERING: PRINTER 
READY/BUSY REPORTING 

The Model 820 KSR is equipped with a 
1280-character receive data buffer. To prevent 
data buffer overflow at higher data rates, the 
Model 820 KSR indicates busy and ready condi- 
tions to the communications line as follows. If ap- 
propriate configuration parameters are enabled, 
the Model 820 KSR provides a busy indication 
when the received data buffer is within 256 
characters of an overflow condition. Following a 
busy indication, the terminal will indicate it is 
ready to receive characters again when fewer than 
256 characters remain in the received data buffer. 
Note that the Model 820 KSR will continue to 
receive data even if a BUSY condition has been in- 
dicated. It is the responsibility of the transmitting 
equipment to stop transmission in order to pre- 
vent buffer overflow. If buffer overflow does oc- 
cur, the extra characters will be ignored and error 
code 23 will be displayed. 
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The reporting methods the Model 820 KSR 
employs for the different communications modes 
are: 

Direct Wire Modes: 



Half-duplex mode (configuration 
code 11) — No ready/ busy reporting 
is possible for half duplex without 
reverse channel. 



• Configuration code 14— Reverse 
channel transmit (SCA) is OFF 
when busy, ON when ready. If con- 
figuration code 83 is also enabled, 
transmit DC3 when busy, DC1 
when ready, as well as switching 
SCA. 

• Configuration code 15— Reverse 
channel transmit (SCA) is ON when 
busy, OFF when ready. If configura- 
tion code 83 is also enabled, 
transmit DC3 when busy, DC1 
when ready, as well as switching 
SCA. 

• DC current loop option (codes 16 
and 83)— Transmits a DC3 when 
busy and DC1 when ready. 

Data Set Modes: 

• Full duplex (configuration codes 13 
and 83)— transmit DC3 when busy, 
DC1 when ready. 



• Half duplex with reverse channel 
mode (configuration codes 12 and 
83)— Transmits OFF on reverse 
channel (SCA) when busy and 
switches to transmit mode when 
data carrier detect (DCD) switches 
OFF. 

Transmits the first programmed line 
turnaround character (LTA) when 
ready and switches to receive 
mode. 



NOTE 

If DCD never switches OFF, the Model 
820 KSR switches ON reverse channel 
(SCA) when ready. 



• Half duplex with reverse channel, 
no LTA operation (configuration 
codes 12, 66, and 83). Turn SCA 
OFF at busy and ON at ready. 
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8.11 BUSY/READY REPORTING FOR AB- 
NORMAL MECHANICAL CONDITIONS 

If the 09B/10B or a higher numbered ROM set is 
installed, an additional configuration parameter, 
96, is available to control busy/ ready reporting. 
With 96 enabled, DC3 is transmitted when paper 
out or carriage jam occurs; DC1 is transmitted 
when the fault is cleared and the reset key 
pressed. Parameter 96 is functional for full-duplex 
modes only (parameters 13, 14, 15 and 16) and 
has no effect in half-duplex mode (parameters 1 1 
and 12). 

The relationship of parameter 96 to the com- 



munications mode and parameter 64 is shown on 
the following page. 



• The busy signal (transmit DC3 or switch 
SCA) is issued only once between ready 
signals; that is, if busy has already been 
signalled for buffer full, it will not be 
repeated for paper out or carriage jam. 

• The ready signal (transmit DC1 or switch 
SCA will not be issued until the fault has 
been cleared, the reset key pressed, and 
the FIFO buffer emptied to the ready 
point. 



Table 8-1. Busy/Ready Reporting 



Communica- 
tions Mode 


64 


96 


Action On Fault 


Action On Reset 


13 


OFF 


OFF 


Send "Break" 


None 


13 


OFF 


ON 


Transmit DC3 


Transmit DC1 


13 


ON 


OFF 


Disconnect (DTR OFF) 


DTR ON 


13 


ON 


ON 


Disconnect (DTR OFF) 


DTR ON 


14, 15, 16 


OFF 


OFF 


Send "Break"; Switch SCA 


Switch SCA 


14, 15, 16 


OFF 


ON 


Transmit DC3; Switch SCA 


Transmit DC1; Switch SCA 


14, 15, 16 


ON 


OFF 


Switch SCA 


Switch SCA 


14, 15, 16 


ON 


ON 


Transmit DC3; Switch SCA 


Transmit DC1; Switch SCA 
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Section 9 



Line Command and Control Sequences 



9.1 INTRODUCTION 

The Model 820 KSR provides for line communica- 
tions control of the terminal with two different 
types of commands. The first type of line com- 
mand is provided by use of control characters 
defined by the USASCII code set. The second 
type of line command, available as a part of the 
Device/ Forms Control Option, consists of 
character sequences which begin with the ASCII 
control character ESC. This section describes the 
Model 820 KSR use of the ASCII control character 
commands and the "escape sequence" com- 
mands. 



9.2 CONTROL CHARACTERS 

The Model 820 KSR is capable of receiving and 
transmitting all 33 control characters defined by 
the USASCII code set. Some of these control 
characters will produce action by the printer when 
received and others are transmitted by the ter- 
minal automatically when certain conditions are 
satisfied or when the CTRL key is depressed in 
conjunction with certain other keyboard keys. 

9.2.1 Control Character Response 
Some of the control characters of the USASCII 
code set have a special significance for the Model 
820 KSR. These control characters and their 
significance are described in Table 9-1. Control 
characters not included in Table 9-1 will be placed 
in the terminal's first-in-first-out (FIFO) receive 
buffer but will not result in any special action by 
the terminal. The control character NUL is not 
placed in the receive FIFO and can be used as a fill 
character if required. 



9.2.2 Graphic Representation of Control 
Characters 

The Model 820 KSR is capable of graphically 
representing all 33 control characters defined in 
the USASCII code set. The graphic representation 
of control characters is used when the terminal 
prints a local report which contains control 
characters as a line turnaround character or as a 
part of the answerback memory. The graphic 
representation of control characters is also used 
for all control characters received from the com- 
munications line when Configuration code 87 is 
enabled. In this case, the Model 820 KSR prints 
the graphic representation instead of performing 
the action specified in Table 9-1. This feature is 
useful in the development environment when an 
exact knowledge of the control characters 
received is important. This graphic representation 
of control characters is shown in Figure 9-1 . 



9.2.3 Generation of Control Characters from 
the Keyboard 

Several of the keys on the Model 820 KSR 
keyboard are capable of producing control 
characters for transmission to another unit. Figure 
9-2 shows the positions of these keys on the 
keyboard. The control chara cter co des may be 
generated by depressing the lCTRL] key in con- 
junction with one of these keys, or by depression 
of one of the special keys (RETURN, LINE FEED, 
DEL, BACKSPACE, ESC) which generate their 
respectively implied codes. 



Depression of the RETURN key will cause both 
the control characters CR and LF to be generated 
if parameter 86 is enabled. 
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Figure 9-1. Printed Control Character Symbolization 



9.3 ESCAPE SEQUENCE COMMANDS The use of the local command sequences are 

described fully in Section 5. 

ESC sequence commands consist of sequences of 

characters or keyboard entries which may be used LINE ESCAPE SEQUENCE COMMANDS ARE 

to modify the operation of the Model 820 KSR ter- ONLY AVAILABLE ON TERMINALS WHICH 

minal These sequences will be initiated by the HAVE THE DEVICE/FORMS CONTROL OPTION 

momentary depression of the ESC key on the INSTALLED. Commands of the Line command 

keyboard or by the reception of the ASCII control set may be typed from the keyboard when the 

character ESCape. Model 820 KSR is in the LCL or (•) STANDBY 

mode. In order for Line ESCape sequence corn- 
Local ESCape sequence commands, entered from mands to be recognized, Configuration code 81 
the keyboard, are available on the basic terminal must be enabled. These commands allow the 
to allow for the establishment of different forms same type of control provided by the Local corn- 
lengths and are available with the Device/ Forms mands plus some additional features designed to 
Control Option to provide a complete control of enhance the format control capability from the 
the terminal's device and forms control capability. communications line. 
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Table 9-1. Control Characters 



ASCII Control Character 


Terminal Action 


CR 


CARRIAGE RETURN 


This character moves the printhead to the left margin when printing at slow » 
speed or initiates the printing of the next line when printing at high speed (bi- 
directionally). CR will also cause the Line Feed Function to occur if Configuration 
code 85 is enabled. 


LF 


LINE FEED 


This character advances the paper one line space (two line spaces if double 
spacing). LF will also cause the Carriage Return Function to occur if Configura- 
tion code 84 is enabled. 


FF 


FORM FEED 


This character advances the paper to the top margin of next form and positions 
the printhead at the left margin. 


BS 


BACKSPACE 


This character moves the printhead one character space to the left unless the 
printhead is at the left margin. If the printhead is at the left margin this character is 
ignored. 


BEL 


BELL 


This character sounds a short tone on the audible alarm. 


Nl II 

or 

DEL 


Ml II I 

DELETE 


These characters cause no action but differ from ignored characters in that they 
are not placed into the receive buffer and can therefore be used to Drevent data 
loss due to a received buffer overflow. 


EOT 


END OF TRANSMISSION 


This character causes the terminal to disconnect from the communications line 
when one of the data set communicatons modes is selected (Configuration code 
1 1 , 12, or 13) and Configuration code 62 is enabled. 


DLE EOT DATA LINK ESCAPE 
followed by 

END OF TRANSMISSION 


This character sequence causes the terminal to disconnect from the communi- 
cations line when one of the data set communications modes is selected (Config- 
uration codes 11, 12, or 13) and Configuration code 63 is enabled. 


ENQ 


ENQUIRY 


This character causes the terminal to transmit the message programmed in the 
answerback memory. If no message is programmed, this character is ignored. 


DC1 


DEVICE CONTROL 1 


This character is transmitted to signal that the FIFO receive buffer is "READY" to 
receive more characters, if Configuration code 83 is enabled. The buffer 
"READY" occurs when less than 256 characters are in the receive buffer. 


DG3 


DEVICE CONTROL 3 


This character is transmitted to signal the FIFO receive buffer "BUFFER FULL" 
condition, if Configuration code 83 is enabled. The "BUFFER FULL" occurs when 
the receive buffer is within 256 characters of overflow. 


ESC 


ESCAPE 


This character is interpreted as the beginning of an "ESCape sequence com- 
mand". This character is ignored when received from the communications line if 
Configuraton code 81 is not enabled or if the Device/Forms Control option is not 
installed in the terminal. 


VT 


VERTICAL TAB 


This character advances the paper to the next vertical tab stop while the 
printhead remains in the same column. If no vertical tab stops exist between the 
current line and the bottom margin, the paper will advance to the top margin of 
the next page. This character is ignored if the Device/ Forms Control option 
is not installed. 


HT 


HORIZONTAL TAB 


This character advances the printhead to the next horizontal tab stop. If no 
horizontal tab stops exist between the present column and the right margin, this 
character will be treated the same as the sequence CR LF. This character is 
ignored if the Device/ Forms Control option is not installed. 


SI 


SHIFT IN 


This character selects the primary character set. If no alternate character set 
exists, this character is ignored. 


SO 


SHIFT OUT 


This character selects the alternate character set. If no alternate character set 
exists, this character is ignored. 
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The complete set of ESCape sequence commands 
is shown in Tables 9-2 and 9-3. A detailed discus- 
sion of the ESCape commands is contained in the 
following paragraphs. 

9.3.1 Form Size Commands 
The form length of the Model 820 KSR may be set 
by using the four commands of this group of 
ESCape commands. This may be done by specify- 
ing the first and last line of the form or directly by 
entering the number of lines contained in the form 
represented by the italicized N contained within 
two of the sequences. These commands will allow 
the operator or communications line to set the 
form length to any number of lines from 1 to 84 
when the printer is set for six lines per inch spac- 
ing or from 1 to 1 12 lines when the printer is set to 
use eight lines per inch spacing. The three Local 
commands of this group, and only these three 
ESCape commands, are provided on terminals 



which don't have the Device/ Forms Control op- 
tion installed. 

When directly specifying the form length in 
number of lines, care should be taken to ensure 
that the number of lines specified is correct for the 
line spacing set in the terminal, six or eight lines 
per inch. Once the form length has been specified, 
changes between six and eight lines per inch spac- 
ing will not affect the physical form length. 



NOTE 

If the auto/per formation skip feature 
is enabled, Configuration code 92, a 
minimum form length of one inch will 
be established. (Six lines at 6 LPI spac- 
ing and eight lines at 8 LPI spacing.) 
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Figure 9-2. Control Character Layout 
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Table 9-2. Forms Setup Commands 



Function 
Type 


* Sequence = ESC Followed By 


ueiiniiion ot uornrnanas 


LCL/STBY 


Line(1) 


Form 
Size 


m ro] icm 


[ N t 


Form Length = N; Top of 
Form = Present Line 
Top of Form = Present Line 
Bottom of Form = Present 
Line 


Form 
Margins 


m. 

1 DEL | [6] 

m 

1 DEL| ta 

m 

1 DEL I |.8 | 

El 

i del i m 
m 


[ A/ r 
[ ; M r 
[ A/ ; M r 
[ /V s 
[ ; M s 
[ A/ ; M s 


Left = Present Column 

Left = Column 1 

Right = Present Column 

Right = Default Value 

Top = Present Line 

Top = Defauit Value 

Bottom = Present Line j 

Bottom = Default Value 

Clear All To Default Values 

Top = Line Number N 

Bottom = Line Number M 

Top - A/; Bottom = M 

Left = Column Number N 

Right = Column Number M 

Left - A/; Right - M 


Horizontal 
Tabulation 


m 
m 


H 

[ 2 g 

[ Mi ; ... 

... ; Mx u 
[ 0 g 


Set At Present Position 
Clear All Horizontal Tabs 
Set At Columns Indicated 

(Up To 16 M Values) 
Clear At Present Position 


Vertical 
Tabulation 


■m 

GO 1 


J 

[ 4 g 

[ A/i ; ... 

... ; N X v 
[ 1 9 


Set At Present Position 
Clear All Vertical Tabs 
Set At Lines Indicated 
(Up To 1 6 N Values) 
Clear At Present Position 


Forms 
Storage 


[vf] (£) 
ItabI El 

|TAB| H 


P K N ESC \ 
P L A/ ESC \ 

P L 0 ESC \ 


Store Present Device/ Forms 

Parameters In Memory N 
Recall Device/Forms 

Parameters From 

Memory N 
Load Default Device/ Forms 

Parameters 



Note: There are no spaces between characters in the ESCape command sequences. Spaces are shown for clarity only. Variables 
represented by italicized letters M and N are ASCII numbers, not binary numbers as used by the Model 810 Printer. 
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Table 9-3. Device Control Commands 



Function 


* Sequence = 6S ESC" Followed By 


L/6linillOI1 Ul 


Type 


LCL/STBY 


Line 


Alternate 




Print6r 


1 - 1 




P A ESC \ 


P A \ 


O i — 1 1 ico/ ii lui i 


VsUMUUI 














1 




P B ESC \ 


P B \ 


Double Space, 6 LPI 












(3 Line/Inch) 








O M cop V 




O LIMCO/ II lt/l I 












(Single Space, 8 LPI) 




1 + 




P G ESC \ 




Double Space, 8 LPI 












(4 Line/Inch) 




> 




P C ESC \ 


P C \ 


lu onar/incn 












/QtortriorH Drint\ 

^oianuaru rTinij 








P 1 ESC \ 




Expanded Print, 10CPI 












(5 Char/ Inch) 








P D ESC \ 


P D \ 


ib.tD unar/ men 








P J ESC \ 




^uompresseo rnni; 










Fvnanri&ri Print 1 R ^ PPI 




















P E ESC \ 


P E \ 


r rimer vjn 








P F ESC \ 


P F \ 


r nniervjn 


Keyboard 






^ (grave accent) 




Keyboard Lock 








b 




rNcyUUcllU UMIlX»ft 














Display 




LINE FEED 








Display Current Line 


uoniroi 










Number 




1 SPACE BAR 






Display Next Column 












Number 


Relative 






[ M s 




Horizontal Tab Right To 


Tabulation 










Column M 








[ M a 




Tab Right Exactly To 












M Columns 








[ N d 




Advance to Line A/, 












Relative To Top 








[ N e 




Advance Exactly N Lines 


Report 






| [ c 




Send Configuration 


Control 










Report 








[ n 




Send Status Report 



* Note: There are no spaces between characters in the ESCape command sequences. Spaces are shown for clarity only. Variables 
represented by italicized letters M and N are ASCII numbers, not binary numbers as used by the Model 810 Printer. 



9.3.2 Form Margins 

The form margins, available on terminals 
equipped with the DFC option, establish inclusive 
boundaries within which the terminal will print. A 
carriage return will logically move the next printing 
position to the column designated as the left 
margin. Advancing the terminal's active print 
position past the right margin will cause the ter- 
minal to execute a carriage return and line feed 
function. A form feed will place the active print 
position at the first print position (left margin) of 
line designated as the top margin on the next 
form. A line feed past the bottom margin will 
result in the terminal advancing the paper to the 
next top margin while the printhead remains in the 
same column. 

The margins may be set by the line ESCape com- 
mand sequences without moving the printhead. 
This is done by transmitting the appropriate line 
command from Table 9-3 and replacing the 
italicized letter N or M with the column or line 
number where the margin is desired. Default 
margins may be specified from the line by replac- 
ing the italicized letter N or M with a zero. The 
default value of the margins are dependent upon 
the Configuration codes enabled and on the 
horizontal pitch. Default values are: 

Left margin = column 1 

Top margin = line 1 (unless auto perforation 
skip, Configuration code 92, 
is enabled, then it is line 3). 

Bottom margin = Form length (unless auto per- 
foration skip is enabled, then 
it is form length minus one 
line). 

Right margin = (See Below) 



Configuration Codes 
Enabled 


Horizontal Pitch 
10 CPI 16.5 CPI 


Neither 89 nor 93 
Code 89 
Code 93 
Both 89 and 93 


Column 132 Column 218 
Column 80 Column 80 
Column 80 Column 132 
Column 80 Column 80 



9.3.3 Horizontal and Vertical Tabs 

The Model 820 KSR, with the DFC option, has 132 
(218 with the compressed print option) possible 
horizontal tabs and 112 possible vertical tabs. Tab 



stops are controlled based on column or line 
numbers not the physical position on the paper. 
Therefore changing either the horizontal pitch or 
vertical line spacing will also change the physical 
position of the tab stops. 

The line ESCape commands for setting of tab 
stops can be used to independently set and clear 
both horizontal and vertical tab stops. The line 
commands for setting tabs permit the setting or 
clearing of multiple tabs with one command or the 
individual setting of tabs as provided with the local 
commands. The command for setting multiple 
tabs permits tabs to be set without moving the 
printhead or paper. This is done by having tab 
positions specified by line or column number with 
multiple parameters separated by semicolons. Tab 
stops, both vertical and horizontal, may be set 
without regard to margins. 

9.3.4 Forms Storage 

The Model 820 KSR contains one permanent 
read/write memory location which is used as an 
operating memory, two permanent read/write 
memory locations which are used for additional 
forms storage, and one permanent factory set 
read only memory location which is used for the 
default format parameters. All format parameter 
settings are loaded directly into the operating 
memory location and are remembered by the ter- 
minal after power has been turned off. This is 
done automatically as each parameter is set, and 
therefore the Model 820 KSR will always 
remember new parameters entered. 

The form in the operating memory location will be 
changed each time a different parameter is 
entered. The two additional permanent read/write 
memory locations are not affected by new 
parameter entries. Once a form set up is stored in 
one of these memories, it will be remembered until 
another store command is executed for that 
memory. A forms set up from one of these two 
memories may be loaded into the operating 
memory by executing either a local or line recall 
command. The desired memory location is 
designated by replacing the italicized N in the 
store or recall command by 1 or 2. 

Prior to loading the form set up from the storage 
location into the operating memory, the terminal 
will compare the parameters of the stored form 
with any operating limits which may have been 
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established by enabling Configuration codes 88 
through 93. If any conflicts exist, i.e., the right 
margin of the stored form set up is specified as 
greater than column 80 and Configuration code 89 
(maximum right margin of column 80) is enabled, 
the terminal will treat that recall command as an 
invalid escape sequence. 

The Model 820 KSR also contains a factory set 
default format capability which is stored in a per- 
manent read-only memory. A default format will 
be loaded into the read/write operating memory 
when either the local or line escape command to 
"load default device/forms parameters" is ex- 
ecuted or the non-volatile memory fails to pass the 
power-up tests. The parameters of the default for- 
mat are dependent upon any operating limits 
established by the enabling of configuration codes 
88 through 93, and therefore the default format 
may always be loaded regardless of configuration 
code settings. The parameters of the factory set 
default format are: 

Horizontal Pitch = 10 characters per inch (if 
configuration code 88, 
compressed printing on- 
ly, is enabled, then it is 
16.5 CPU 



Vertical Pitch 



Form Length 



Margins 



Tab Stops 



6 lines per inch (if con- 
figuration code 91, 8 
lines per inch only, is 
enabled, then it is 8 LPI). 

66 lines (if configuration 
code 91 is enabled, then 
it is 88 lines K 

All margins are set at the 
default values. (See 
paragraph 9.3.2 for these 
values.) 

All existing horizontal 
and vertical tab stops are 
cleared and no tab stops 
are set. 



NOTE 

The "top of form" will be set at the 
present paper position when either a 



recall or load default format command 
is executed. In order for a new form to 
be properly aligned by these com- 
mands, it is necessary that the paper is 
properly aligned at the desired top of 
form prior to execution of either of 
these commands. 



9.3.5 Printer Control Commands 
This group of commands available with the DFC 
option may be used to control the horizontal and 
vertical pitch and for switching the print 
mechanism off or on from the communications 
line. Several of the functions in this group have 
two different character sequences defined as line 
command sequences. Those command se- 
quences identified as alternate are provided to in- 
sure compatibility with the Model 820 Keyboard 
Send-Receive terminals that do not inlcude any of 
the upgraded features. 

9.3.5.1 Vertical Line Spacing. The terminal 
can print with two different vertical line spacings, 
six lines per inch and eight lines per inch. It can 
also use the double spacing feature of DFC option 
to provide two more vertical line spacings and 
thus provide effectively four different choices of 
line spacing. The terminal's control of related 
forms functions, form length, top and bottom 
margins, vertical tab stops, relative tabbing, and 
vertical position within the form, are based on the 
single space (6 or 8 LPI) vertical line spacing. 

Changing the vertical line spacing between 6 and 
8 lines per inch will cause the terminal to set the 
top and bottom margins to their default values. 
Changing between single and double spacing 
within the same vertical line spacing does not af- 
fect the position of the top or bottom margin. 

9.3.5.2 Horizontal Pitch. The Model 820 KSR 
with the compressed print option can print with 
two different horizontal characters spacings, 10 
characters per inch and 16.5 characters per inch. 
It can also use the expanded print feature of the 
DFC option to double the width of printed 
characters to effectively provide four different 
choices of horizontal character spacing. The ter- 
minal's control of related form functions, left and 
right margins, horizontal tab stops, relative tab- 
bing, and the position within the print line are 
based on the standard (non-expanded) horizontal 
pitch. 



9-8 



Changing the horizontal character spacing to or 
from 10 and 16*5 characters per inch will cause the 
terminal to realign the position of the printhead to 
a new physical location corresponding to the 
same column number in the new horizontal pitch* 
Pitch changes between 10 and 16.5 characters per 
inch within lines of printed data are not recom- 
mended due to the possibility of overprinting or 
leaving undesired blank spaces. Pitch changes 
between 10 and 16.5 characters per inch set the 
left and right margins to their default values. 

Changing between standard and expanded print- 
ing within the same horizontal pitch (10 or 16.5 
CPI) will not realign the printhead nor affect the 
position of the left and right margins. Therefore 
mixing standard and expanded prints (of the same 
horizontal pitch) in the same line of data is an ac- 
ceptable type of operation. 



NOTE 

Expanded, double width characters 
are printed using an effective 18 by 7 
dot matrix and therefore require twice 
as long to print as characters printed 
with standard (9 by 7 dot matrix) 
horizontal pitch. 



9.3.5.3 Printer ON/OFF. The Model 820 KSR 
with the DFC option provides the capability for the 
printing mechanism to be switched off from the 
communication line. Once the terminal receives 
the printer OFF command sequence, all data 
received from the communication line will be 
discarded until the printer OFF status is cleared by 
receipt of the printer ON command, the depres- 
sion of the RESET key on the terminal's operator 
control panel, or by the terminal's LINE/«/LCL 
switch being placed to the LCL position (discon- 
necting the terminal from the communications 
line). The receipt of the printer OFF command 
does not cause the terminal to change the signal 
level on any of the communications control lines. 

The terminal will locally indicate the printer OFF 
status by a long audible tone upon activation of 
the status and by flashing the printer OFF status 
code in the 3 digit display of the operator control 
panel until the status is cleared. 



9.3.5.4 Keyboard Lock/Unlock. The Model 
820 KSR equipped with the DFC option provides 
the capability for the keyboard to be ignored upon 
command from the communications line. Once 
the terminal receives a keyboard "lock" sequence 
from the line, only the keys on the operator con- 
trol panel (RESET, FORM ADV, BREAK, t, I) and 
the HERE IS key are active. None of the other 
keys are functional until the printer receives a 
keyboard "unlock" sequence, whereupon opera- 
tion of the keyboard return to normal. Switching 
the terminal from LINE to LCL mode will also per- 
form this function. 



9.3.6 Display Control 

In the basic Model 820 KSR, the 3 digit display will 
contain the column number of the next print posi- 
tion when the terminal is in a normal operating 
mode. With DFC option, the capability is provided 
for local terminal operator to select either a col- 
umn number display or. a line number display. 

The column numbers will always be displayed 
with three digits (i.e., 005 is column five) and may 
range from 001 to 132 (218 if the compressed print 
option is installed). The line numbers will be 
generally displayed as two-digit numbers (i.e., 05 
is line five). If the terminal is in 8 lines per printing, 
it is possible to have line numbers greater than 99 
and therefore all three display positions are re- 
quired. In this event (line numbers 100 through 
112), it is not possible to determine only from the 
display whether a line or column number is being 
displayed. 

In summary, a display which contains only two 
digits (the leftmost display is blank) is a line 
number display. A display which contains three 
numeric digits in the range 001-099; 113-218 in- 
dicates a column number while numbers in the 
range 100-112 generally indicate a column number 
but may be line numbers. The display always in- 
dicates column number after power-up regardless 
of the display mode when power was removed. 

9.3.7 Relative Tabulation 

The Model 820 KSR with the DFC option is 
capable of performing relative tabulation either 
horizontally or vertically using either the base posi- 
tion (column 1 or line 1) or the current horizontal 
or vertical position as a reference point. This is 
done by using the line commands provided and 
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replacing the italicized letter (N or M) in the com- 
mand with the desired number of columns or lines 
that the printer should advance from the reference 
point 



These commands always interpret the number of 
columns as being in 10 or 16=5 CPI spacing and 
the number of lines as being in the single-space 6 
or 8 LPI spacing . Therefore to move 4 expanded 
character widths from the reference position, the 
number of columns specified would have to be 8. 
This would place the printhead 8 columns to the 
right of the reference position, which is 4 
character widths in expanded printing. The printer 
can move an odd number of columns or line 
spaces when it is in expanded printing or double 
line spacing thereby allowing the terminal to move 
to any column or line number defined as valid for 
10 or 16.5 CPI/6 or 8 LPI. These commands 
should be particularly useful when centering 
material within the form. 



Horizontal relative tabulation commands that do 
not move the printhead to the right of its current 
position or that would cause the printhead to ad- 
vance past the right margin will be treated as in- 
valid line command sequences. Vertical relative 
tabulation commands which do not advance the 
paper or which would cause the paper to advance 
past the bottom margin will also be treated as in- 
valid line command sequences. 



An invalid line command sequence will cause a 
status code 29 to be set in the terminal. This 
status code (number 29) is not displayed in the 
three-digit display, but will be sent as a part of the 
status report. 

9.3.8 Report Control 

The Model 820 KSR with the DFC option is 
capable of transmitting two reports in response to 
a communications line request. These reports are: 



• The Configuration Report— This report is 
transmitted upon receipt of the Send 
Configuration Report command from the 
communications line. The report 
transmitted will have the following for- 
mat: 



ESC [ 8 2 0; d; C 2 ...C„ cX, 



where Ci...C*are the configuration codes 
which are enabled and X represents the 
first programmed line turnaround 
character (if any are programmed). 

• The Status Report— This report is 
transmitted upon receipt of the Send 
Status Report command from the com- 
munications line. This report will have the 
following format: 

ESC [82 0; d; C a ! ...C*nX 

where Ci...Civ are the status codes which 
are active in the terminal and X represents 
the first programmed line turnaround 
character. 



NOTE 

If a status code 11 or 12 (carriage jam 
and paper out) is active, the terminal 
will cease to process printable 
characters from the FIFO receive buf- 
fer. A status report request received 
after a carriage jam or paper out condi- 
tion occurs will be placed in the FIFO 
behind any characters not yet pro- 
cessed and therefore the terminal will 
rarely respond to a status report re- 
quest when a paper out or carriage jam 
condition is present. 
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Section 10 

Preventive Maintenance and Self-Test 

Procedures 



10.1 INTRODUCTION 

This section describes cleaning and lubricating 
procedures the operator should perform to main- 
tain the Model 820 KSR in optimum operating 
condition. The operator should not attempt to 
repair or replace parts and assemblies such as the 
printhead, paper handling mechanism, keyboard, 
etc. Instead, refer qualified technicians to the 
Model 820 RO/KSR Maintenance Manual (Tl Part 
No. 2206552-9701) for maintenance procedures, 
schematics, and assembly drawings. 

10.2 PREVENTIVE MAINTENANCE 

The terminal is designed to provide reliable service 
with a minimum of operator maintenance. In order 
to maintain the highest level of operation, the 
following procedure should be followed once each 
month. 

WARNING 

Set the terminal ON/OFF switch to 
OFF to avoid electrical shock 
hazards. 



1. Switch terminal power to OFF. 

2. Lift the cover and carefully vacuum paper 
chaff from the printhead and ribbon path 
areas (Figure 10-1). 

3. On all models, clean upper and lower 
guide rods throughly with a soft, clean, 
lint-free cloth. 

Except on models designated oil-free 
bearings, the following procedure applies: 



Pull the carriage across the guide rods 
several times if any uneveness is noted. 
Oil only the upper guide rod in the follow- 
ing manner. Place the carriage in the 
center of the guide rod. Apply only two 
drops of oil to the guide rod on each side 
of the carriage. Pull the carriage across 
the full width of the guide rod several 
times. 

CAUTION 

Never oil the lower guide rod and 
never apply more oil than specified. 



10.3 SELF-TESTS 

The Model 820 KSR provides automatic self -test 
functions to verify correct terminal operation. 
Two types of self-tests are built into the terminal. 

• Power-up diagnostic tests 

• Maintenance tests 

10.3.1 Power- Up Diagnostic Tests 

The following sequence of tests is performed in 
the order indicated each time power is applied to 
the terminal. 

10.3.1.1 Indicator Test. The indicator test is in- 
itiated at the beginning of the power-up se- 
quence. The LED indicators switch on, and the 
digital display shows 888. The indicator test con- 
tinues until the power up sequence is complete. 

10.3.1.2 RAM Test. The terminal processor ex- 
ercises its random access memory (RAM) to verify 
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Figure 10-1. Printhead Area, Guide Rods, and Ribbon Guide 



that data can be written to (recorded) and read 
(played back) from each memory location . A 
checkerboard pattern is written and read, fol- 
lowed by writing and reading of an inverted 
checkerboard pattern. If an error is detected, a 
RAM failure error code is activated and is 
displayed on the 'TSD. The processor proceeds to 
the next test, but there is no assurance that subse- 
quent test results are valid (a small portion of the 
RAM, required to execute the test program, is not 
tested by the checkerboard pattern). 

10.3.1.3 ROM Test. The main processor per- 
forms a cyclic redundancy character check (CRC) 
of its standard read-only memory (ROM), plus any 
installed option ROM's. If the result of the CRC 
test is incorrect, a ROM failure error code is ac- 
tivated and displayed. The processor proceeds to 
the next test, but subsequent test results may not 
be valid. 

10,3,1 „4 Nonvolatile Memory Test. The main 
processor computes the checksum of the con- 
tents of the non-volatile memory (configuration 
and format parameters). If an error is found, the 



processor reloads the configuration memory with 
default configuration and format parameters, and 
a nonvolatile memory error code is activated and 
displayed. 

10.3.1.5 Audible Alarm (Tone) Test. Upon 
completion of the memory tests and memory in- 
itialization, the audible tone is sounded for 80 
milliseconds. The terminal controller processor 
then executes a power-up sequence. The last por- 
tion of the sequence causes the printhead to align 
to the left margin. 

If any power-up test failures occur, the audible 
tone will sound for 1 second, and the appropriate 
error code(s) will be displayed in the TSD. In 
either case the LED indicators assume their nor- 
mal status. 



10.3.2 Maintenance Tests and Reports 

A number of maintenance tests and reports are 
provided in the Model 820 KSR terminal. These 
tests and reports are described in the following 
paragraphs. 
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10.3.2.1 Barberpole Test. The barberpole test 
causes the printer mechanism to print ail 95 
characters of the standard character set in a 
repetitive "barberpole" pattern at maximum print 
speed. The pattern is printed within the defined 
margins. 

To exercise the terminal logic to the fullest extent 
possible, the test pattern is generated by the pro- 
cessor, transmitted, and looped back internally 
(inside the EIA interface circuits and any optional 
line interface) from the terminal transmitter output 
to the terminal receiver input before printing. 

The barberpole test may be initiated using the 
following procedures: 

1. Set the LINE/WLCL switch to LCL 



Depress the CTRL , SHIFT , and 



HI keys together. The terminal will res- 
pond by printing the barberpold pattern 
and displaying status code 39 (test in pro- 
gress) on the TSD. 

3. Ter minate the test by pressing 
the (RESET) key. 



Figure 10-2 shows an example of the barberpole 
test in standard (10 CPI) and compressed (16.5 
CPI) character spacing. 

10.3.2.2 Communications Test. The com- 
munications test initiates a signal pattern to test 
the communications line. When the test is in- 
itiated, pressing any code generating key on the 
keyboard will cause the terminal to transmit the 



, l < r^I« ABCDEFuH1JKLMNOPQ RSTUVWXYZC\]-_-»bcd«f9hijklmnoP^r^t 

i^-?$«oT: l^2;2S2i TOH1 ^ KLMNOPQRSTUV WXYZC\3-_-»bcd€»f9hiJklmnoR«,rstuv 
^fl^l ? 3.<r2\;f 2??2I^2 H 1 -'KLMNOPQRSTUVWX YZ C \ 3 - _ ^bc f 3h i J k 1 mn ORcr s t u vu, 
itJtZZ? ;^;S!E^ FW1JKL MNOPQRSTUVWXYZC\]-_^bcdef9hiJklmno M r»tuvuix 

7oo ^J 5 ^?^ ^ ^^^ p ®^^^^^^^ ^^-"^^bcdef ghi j k 1 mnopsrstuvtuxvs { 

7«9:;<=>?@ABCDEFGHIJKLMN0PQRSTUVWXYZC\]-_^bcdef9hiJklrr,r,opc,r5tuvu ) XY 2t ! 

I?! l^I!?!"^^ > 

9:; ; =>?@ABCDEFGHIJKLmOPQRSTUVWXYZC\3-_^bcd e f9hxjklmr, 0 pc,rstuvu.v YZ C:>~ 
:5^?eABCDEFGHIJKLMNOPQRSTUVWXYZC\3-_^bcdef g hiJklmnoPc.rstuvu J xy 2 £!}~ 

A. STANDARD PRINTING TEST 



-. /0123456789: ! <=>?«ftBCI]EFGHIJaJtlOPQRSTUVWXYZt\3 A _^abcdef shi jkl«noNrstuv»cYz{ ! >» ! ■!•»' ( )f+, -. /0123456789: i <=>?tA 
./012345678?:;<=>?MBCI1EFGHIJ^^ ' ( ) *+,-. /012345&789: ; C=>?eAB 

/0123456789:;<=>?^I)EFGNI,iaJ1^^ !"•$»' ()*t,-./0123456789:;<=>?«ABC 

0123456789: 5 <=>?^IlEFGHIJaJtmiRSTlWWXYZ[\]-.^bcd«f9hijklM0Psr5tuv«a Z {! >- !■#$»' ( )*+, -. /0123456789: |<»>?MBCD 
123456789:K=>?*ABCI£FGHIJaM)PQ^^ !"t»tt'()»+,-./0123456789:;<=>?«ABCDB 
23456789: !<=>?«ABCDEFGHI JOJl«PQRSTUWXYZ[\r.^bcdtf shi jkl«noMrstuvwcYz{ ! >~ ! ■»»' ()#+,-. /0123456789: ?<=>?eABCDEF 
3456789: K=>?*ABCDEFGHIJ<Ut(^ !"«$tt'()tt,-./0123456789:;<=>?«ABC0EFG 
456789: ; <=>?€ABCDEFGHI JKUtlQPQRSTUVVXYZm Vabcd«f 9hi jklmonrstuvrnvzC i >~ ! "•«*' ( )*+,-. /0123456789: i <=>?tABCDEFGH 
56789:;<=>?MBCDEFWIJ(aM)I^TUVWXYZ[\] A . N abcd«f9hiJk1»noMr5tuv^z{!}~ !"H» , ()*+,-./0123456789:i<=>'^ABCDEFGHI 
6789:;<=>?^I]EFGHIjajtttPQrc^ !*t$a'()t+,-./0123456789:!<=>?«ABCDEFGHIJ 
739:;<=>?«ABCDEFGHIJI(Ut^^ !"»»'!)*+,-./0123456789:;<=>?IABCDEFGHIJ(l 
89 ! !< = >?*ABCDEFGHI,I<U1«^^ ! ( >*+, -. /0123456789: ;<=>?«ABCDEFGHI JKL 

9: ; ^TmDEFGHIJKLIINOPtlRSTUWXYZCNr.^bcdefghi jklw>0P9rstuv»CYz{ ! }~ ! •#$»' ( )*+, -. /0123456789: i <=>?«ABCDEFGHI JKU1 
:;<=>?«AKDEFGHIJ<Llta^T^ !"«»'()»+»-./0123456789:;<=>?«ABCDEFGHIJ<Lm 

B. COMPRESSED PRINTING TEST 

Figure 10-2. Normal Results of the Barberpole 
Test 
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corresponding code continuously until another 
key is pressed or the test is terminated. The 
character is transmitted at the configured baud 
rate (speed). The procedure for initiating and ter- 
minating the test is described below. 



1. 



Set the LINE/*/ LCL switch to LINE. The 
Model 820 KSR must be connected to 
another terminal, or have a loopback plug 
installed before this test will be active. 



2. Simultan eously press the [CTRLj , 
iSHIFTl . and GO keys. The terminal 
will respond by displaying status code 39 
(test in progress) on the TSD. 

3. Press any code generating key on the 
keyboard. If different characters are re- 
quired during the test, simply press the 
key for the new character desired. Each 
time a character key is pressed, the ter- 
minal will terminate transmission of the 
current character and begin to transmit 
the new character. 

4. To t erminate the test, momentarily press 
the I RESET! key: The display on the 
TSD will resume its normal indication. 

This test is intended to aid in the adjustment of the 
transmit level of any data set to which the terminal 
may be attached. 

10.3.2.3 Configuration Report. This test pro- 
vides a printed report of the current terminal con- 
figuration. The configuration report may be in- 
itiated as follows: 

1 . Set the LINE/VLCl switch to LCL (or •). 



2. Depress simultaneously the I CTRL 



ISHIFTl , and \T\ keys. The terminal 
responds by printing: 

Ci ) C2 ....... CjyXXX 

AA.. A 

Each term Ci/C 2 .. , C N is a two-digit number 

corresponding to the enabled configuration 
parameters as described in paragraph 4.4.2; the 
terms X are the programmed line turnaround 
characters; the terms AA.. A are the pro- 
grammed answerback memory message. 



Parameter 09 is never reported and parameters 
01-08 are not reported unless the associated con- 
figuration set is protected. Program mode com- 
mands 60, 70 and 80 are not reported. The ABM is 
reported only if parameter 72 is enabled. 

10.3.2.4 ROM Identification Report This 
report provides a printed message which identifies 
the ROMs installed in the Model 820 KSR data ter- 
minal. The ROM identification report may be in- 
itiated as follows: 



1. 

2. 



Set the LINE/VLCL switch to LCL. 



Depress [CTRL] , ISHIFTL and |T] 
simultaneously. The terminal responds by 
printing: 

ID1/ID2/!D3or ID1/ID2/ — 



The terms ID1, ID2, and ID3 are unique codes 
which identify the ROMs installed in the terminal. 
The is displayed if the Device/ Forms Control 
option is not installed. 

10.3.2.5 Device Forms Parameter Report. 
This report provides a printed copy of the format 
parameter settings. The format report is initiated 
as follows: 

1 . Set the LINEWLCL switch to LCL (or •). 



2. Depressing the ICTRLl , ISHIFTl , 
and keys simultaneously. 



The terminal responds by printing: 

AAA; BBB;CCC; DDD; EEE; F; GG 

where 

AAA is the form length in lines (001-112) 
BBB is the left margin column number (001-218) 
CCC is the right margin column number (001-218) 
DDD is the top margin line number (001-112) 
EEE is the bottom margin line number (001-112) 
F is the line spacing in lines/inch (3,4,6,8) 
GG is the character font in characters/ inch 
(05,08-8.25, 10, 16=16.5) 

10.3.2.6 Terminal Run-in Test. This test is pro- 
vided to facilitate factory run-in of the Model 820 
KSR. In this mode, the transmitted data output is 
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connected to the received data input to exercise 
the electronics to its fullest extent. The test prints 
a line of data in a low-speed printing mode by us- 
ing backspaces and then overprints the same line 
at high speed. The sequence used is: 



BS 



SP 



K BS SP CR 



REPEATED 66 TIMES 
0 K LF CR 



The test is initiated as follows: 



1. Set the LINEWLCL switch to LCL 
(or •). 

2. Depress the ICTRLl . [SHIFTl , and [|] 
keys simultaneously. During this test, the 
'Test in Progress" status code is 
displayed. The test is terminated by 
momentarily depressing the RESET 
key. 



REPEATED 66 TIMES 
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Appendix A 
USASCII/APL Codes 



ASCII/APL CHARACTER Set. The USASCII/ 



APL character set is shown in Table A-1. 



Table A-1. USASCII/APL Character Set 





CONTROL 
CODE 






ASCII or 
APL 


ASCII 


APL 




COLUMN 


0 


1 


2 


3 


4 


5 


6 


7 


2 


3 


4 


5 


6 


7 


ROWO 


NUL 


DLE 


SP 


0 


@ 


P 




P 


SPACE 


0 






o 


P 


1 


SOH 


DC1 




1 


A 


Q 


a 


q 




I 


3C 


? 


A 


Q 


2 


STX 


DC2 




2 


B 


R 


b 


r 


) 


2 


1 




B 


R 


3 


ETX 


DC3 


# 


3 


C 


S 


c 


s 


< 


3 


n 


r 


C 


s 


4 


EOT 


DC4 


$ 


4 


D 


T 


d 


t 


< 


4 


L 




D 


T 


5 


ENQ 


NAK 


°'o 


5 


E 


U 


e 


u 




5 


e 


i 


E 


U 


6 


ACK 


SYN 


& 


6 


F 


V 


f 


V 


> 


6 




u 


F 


V 


7 


BEL 


ETB 




7 


G 


W 


g 


w 


] 


7 


7 


(U 


G 


w 


8 


BS 


CAN 


( 


8 


H 


X 


h 


X 




8 


A 


D 


H 


X 


9 


HT 


EM 


) 


9 


I 


Y 




y 


A 


9 


1 


f 


1 


Y° 


A 


LF 


SUB 


* 




J 


z 


J 


z 


* 


( 


o 


C 


J 


z 


B 


VT 


ESC 


+ 




K 


[ 


k 


< 




[ 






K 


{ 


C 


FF 


FS 






L 


\ 


I 








□ 




L 


-H 


D 


CR 


GS 






M 


] 


m 


> 


+ 


X 


1 




M 


} 


E 


SO 


RS 






N 


A 


n 








T 




N 




F 


SI 


US 


/ 


9 


0 




0 


DEL 


/ 


\ 


0 




0 


DEL 



NOTE: 



Row and column designators are base 16 (hexadecimal) and a character is defined by a two-digit (Column/Row) hex number 
(e.g., ASCII M = 4D) 

The ASCII control characters are generated on the CTRL key and the keys shown in Figure A-1 . 

Model 820 KSR by simultaneously depressing the 

0DDODDDDDDD0BQBD 
RRRRRRRRRFIRRRRH 

Q0QQDD0 
300DDDDC 
□ I I D 



DD0 
□ 



SUB CAN 



Figure A-1. Model 820 KSR Control Character Keyboard Layout 



A-1/A-2 



! 



( 



( 



Appendix B 
Configuration Table 



This appendix is provided as a quick reference tion is dependent on the ROM set installed. Refer 

only. Some configuration parameters are affected to the text of the manual for detailed information, 

by other parameters and, in some cases, opera- 



Code 


Meaning 




Predefined Configuration Selection (One Only) 


01-08 


Select corresponding predefined configuration set (option required) 


09 


Select standard default configuration set 




Communication Mode Selection (One Only) 


11(1) 


Half duplex 


12(1) 


Half duplex with reverse channel 


13(2) 


Full duplex (For type 103, 113, and 212 data sets) 


14 


Full duplex reverse channel ON for ready (console mode) 


15 


Full duplex reverse channel OFF for ready (console mode) 


16 


DC current loop (option required) 




Transmission Rate Selection (One Only) 


21 


110 baud 


22 


200 baud 


23 


300 baud 


24 


600 baud 


25 


1200 baud 


26 


2400 baud 


27 


4800 baud 


28 


9600 baud 


29 (2) 


300/1200 baud (For 212 data sets with auto select option) 




Parity Selection (One Only) 


31 


Transmit odd parity, receive parity checkoff 


32 (2) 


Transmit even parity, receive parity checkoff 


33 


Transmit odd parity, indication on receive error 


34 


Transmit even parity, indication on receive error 


35 


Transmit odd parity, indication plus printed symbol on receive error 


36 


Transmit even parity, indication plus printed symbol on receive error 


37 


Transmit mark parity, receive parity checkoff 


38 


Transmit space parity, receive parity checkoff 
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Code 


Meaning 




L.II1C VrfUiiirui rdrdrncicrs \i>iO Linriii/ 


fin 


nuyidin hi it; luriidiuunu Lndidviei \oi ior nail Qupisx 


R1 n) 


Pnahlfik ■fail cola /Hicr»<"\nn£»r»+ 
EkildUlc Idll-bdle UI0L.U1 H ItJuL 


62 H) 


Hi^rnnnprt on rPooint of POT 

L/lolsUI II ie«*>l Ul 1 ICL>Cipi Ul LVJ 1 


UO KOI 


nicpnnnort on roooint of Dl P POT 


VH/ 


Pnahlo nanor r\i 1+ r^r rorrioriQ iam HiefnnriQn'f 
l.1 iduie pafJcl UUl Ul UdMldyc Jdill UlbLUMMcUl 


6R H) 


Pnahlo r*r\ aotiwitw Wicr , rvnnor>t 
EZMdUie IIU airfUVIiy UlbUUMI lei»l 


66 


Pnanl© half-Hi 1 n qv nnoratirtnc VA/i+tim it lino ti irnarrti inrl ^koro^aM? 

uiiduie 1 Ian uuuica upeidiiuiib wiLiiuui iiiic lurndruunu CMeirdCXeTS 




(with or without reverse channel, codes 11 and 12) 


Q/ 


Transmit CR and 1st programmed LTA character on RETURN from 




keyboard (half duplex only) 




l 1 dllbllllbblUM V^Ultlf Ul rdidlllclcra U>lO L 1 ITI 1 1 / 


70 


r luyidin diibweiUdUK iiicinuiy \MDIVI/ 


71 (4) 


Auto-trigger ABM on connection 


10 

it. 


Enable printing of ABM contents (Local configuration report or with 




code 82 set) 




Terminal f^on+roi Paramotorc IfVlft 1 imit) 
leilllllldl OUMIFUI rdfalliclcro \IVO MI Till/ 


80 


Pronram tnp PMTPR lfa\/ on tho ontinnal n i i m o t* ii r» na<H 

r luyidiii nits cw i tn Key um me upuuiidi riurneiio pdu 


O 1 


Enable recognition of device and format control commands from 




thp pnmmnnipatinn linp /Ontinnah 
Li ie out i ii i iui nisd iiui i wie \ wpuui idi/ 


82 


Pnahlo Irtpa rvf tf anomit+ofl z^n+n 

ciiduie luudi oupy ui irdiibiiiiiteu Udid 


oo 


i rdnbinii uw or DreaK on primer uusy, uu i on reaoy 


84 


fin "Moia/ I ino" On t* dr* a\ r\t r\f I C r>harar«top 

l/u imcvv Line um reoeipi ui l~ L.ndidL.ter 


oo 


Do ' New Line" on receipt of CR character 


86 


Transmit PR I P on RFTIIRN from km/hoarH 
iidiibiniL v-« r\ , L»r um nc i uniM iiuiii rvcyuudru 


87 


Print all control r'haraptorc 
rlllll a 1 1 L/UMLlUI OlldldULcib 


oo 


Qot fnmnrfleeorl nrint* nnlw i Or\+I/-\p»*sl \ 

oet uuiiipiebbou prini uniy ^wpiiuridi/ 


89 


^»ot ahcnliito rinht marnin a+ t*r\\i i rv*r» QC\ 
oci dUbUiuie nyiii (iidiyiM dl t/UlUiTlii OU 


91 


^Pt R linpc OPr 0 r~ m (inohl nnlu 
vjc i. o niieb pei 4*. oh uiii \iiiuii/ uiny 


92 


Pnahlp ai ito oPrforation cWio o\/or 
L.iiduie duiu peiiuidiiuM bMp uver 


93 


Qpf ahcoli itp orintpH linp IpnotH of £1 inr'hoe 
uci auouiuic Ljiiiiieu uiie leiiyiii ui o iML>Meb 


96 (5) 


Transmit DC3 on paper out or carriage jam; transmit DC1 when 




fault is cleared and RESET pressed 


J □ 


Invalid configuration code has been entered 



Notes: 

1 . Half-duplex operation" Configuration codes 1 1 and 12 should be selected only when operating 
with true half-duplex data sets such as the Bell 202 series. 

2 . Designates standard default parameter set 

3 . Valid only when parameter 11, 12 or 13 is enabled. 

4 . Valid only with parameter 11, 12 or 13 enabled if ROM set 03B/04B, 05B/06B or 07B/08B is 
installed. Valid for all communication modes if higher numbered ROM set is installed. 

5. This feature is not available with ROM set 03B/04B, 05B/06B or 07B/08B installed. 



Selecting Configuration Code Parameters ON- 
OFF: (61-67, 71, 72, 89-93, 96) 

These parameters may be selected by typing the 
corr esponding two-digit code and pressing 
the iRETURNl key. A selected parameter may 
be disabled by enterin g its two-digit code, or by 
actuating the TAB key until the code is 
displayed, and then pressing the |DEll (delete) 
key. 



Multiple Choice: (01-09, 11-16, 21-28, 31-38) 
These parameters are divided into subsets that re- 
quire exactly one parameter per subset to be 
enabled at any given time. Parameters are 
changed by typing the code corresponding to the 
new parame ter choice and actuating 
the IRETURNl key. Entry of the new parameter 
automatically cancels the previously selected 
parameter from the same subset. 
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Special Program Mode commands: (Code 60, 
70, and 80) 

These commands permit programming the line 
turnaround characters for half-duplex operation, 
the answerback memory message, and the op- 
tional ENTER key contents. 

Configuration Selection 01 through 08 

These codes call up customer defined configura- 
tions from the option PROM. If a code is entered 
for which there is no corresponding configuration 
programmed in the PROM, a configuration error is 
signaled and the current configuration is main- 
tained. 

09 

Calls up the default configuration stored in ROM. 
If an option PROM containing a user defined con- 
figuration is installed, the entry of this code 
causes a configuration error to be displayed. The 
current configuration is maintained. 

Communication Modes 
11, 12, 13 

These three parameters provide a choice of the 
three standard data set communications modes 
for communications applications, using either 
private lines or the switched communications net- 
work. 

14,15 

These parameters provide a choice of two full- 
duplex modes for computer peripheral device ap- 
plications where the Model 820 KSR is wired 
directly to the host system or device. In these 
modes the reverse channel (Secondary Request to 
Send) is turned on and off to provide a terminal 
ready/busy indication. "Busy" is indicated for 
buffer full, LINEWLCL switch in LCL or Standby 
position or non-operational status, such as paper 
out or carriage jam. (Use of reverse channel in this 
manner does not comply with the signal definition 
of El A RS-232-C or CCITT V24). 

If parameter 14 is enabled, reverse channel turns 
off when the receive data buffer is within 256 
characters of overflow and on when it is within 
256 characters of being empty. 

If parameter 15 is enabled, reverse channel opera- 
tion is inverted; that is, reverse channel turns on 
when the buffer is within 256 characters of 
overflow and off when within 256 characters of 
being empty. 



16 

This parameter should be used for operation with 
the DC Current Loop option. 

Parameters 11 through 16 are multiple 
choice/mutually exclusive. Local copy of 
transmitted data is available in all transmission 
modes, including full duplex, by enabling con- 
figuration parameter 82. 

Parity Parameters 
31-38 

These parameters provide mutually ex- 
clusive/multiple choice selection of one of eight 
possible combinations of parity sense for both 
received and transmitted data and parity checking 
of received data. 

Definitions: 

Odd parity— bits 1 through 8 of each character 
contain an odd number of 1's or marking bits. 

Even parity— bits 1 through 8 of each character 
contain an even number of 1's or marking bits. 

Bit 8 Spacing — bit 8 is always the same polarity as 
the start bit. 

Bit 8 Marking — bit 8 is always the same polarity as 
the stop bit. 

Indication only— the audible alarm sounds 
momentarily and the TSB displays an error 
code anytime a character with incorrect parity 
is received. The message continues to be 
displayed by the TSB until the RESET key is ac- 
tuated or a terminal status report is transmitted. 

Parity error symbol printed — in addition to the in- 
dication described above, the character in error 
is replaced by a special parity error symbol^ . 

Line Control Parameters 
60 

Entering parameter 60 followed by [RETURN 
enables programming of up to three line turn- 
around (LTA) characters for half-duplex com- 
munications. The TSB will display u US, indicating 
that the first line turnaround character may be 
entered from the keypad. The character count ad- 
vances, up to a maximum of 3, as each character 
is entered. If fewer than 3 LTA are required, the 
programming sequence may be terminated by 
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actuating the I HERE IS I key. When the third 
character has been entered or the I HERE ISl key 
depressed, the TSB display advances to the next 
enabled configuration code. 



The key stroke sequence GO OH I RETURN I 
1HERE ISl erases any LTA characters prev iously 
programmed. The sequence [6] \0\ iDELl sets 
configuration error status. Code 60 is not 
displayed when the c onfiguration is scanned by 
activating the ITAB I key, whether or not any 
LTA characters are programmed. 

If half-duplex mode is selected and no turnaround 
character is programmed the TSB will display er- 
ror status code [To] when the CON- 
FIGURE/OPERATE switch is returned to 
OPERATE, the audible alarm will sound for one 
second, and online operation is inhibited. If code 
66 is enabled, this error will not occur. 

The first programmed line turnaround character is 
transmitted automatically at the end of each con- 
figuration or status report. 

61 

Enables the failsafe disconnect feature. 
62, 63 

Parameters 62 and 63 enable recognition of either 
the ASCII control character EOT or EOT preceded 
immediately by DLE, or both, as disconnect 
characters. EOT should not be chosen as both a 
disconnect and a turnaround character. If it is, 
disconnect will occur upon receipt of EOT. 

64 

Enabling of parameter 64 causes the Model 820 
KSR to disconnect by turning off Data Terminal 
Ready when a carriage jam or "paper out" condi- 
tion is detected. If parameter 64 is disabled, a 
"busy" signal depends upon the communications 
mode: 

• Full duplex— timed break pulse (256 ms 
spacing signal) transmitted. 

• Half duplex— no response possible*. Re- 
quest to Send (RTS) will be held OFF 
following receipt of next line turnaround 
character. 

• Half duplex with reverse chan- 
nel—Reverse channel (SCA) is switched 
OFF. 



Enabling or disabling of parameter 64 has no ef- 
fect upon the busy signal provided on circuit SCF 
when operating in one of the "direct wire" modes 
(parameters 14, 15 and 16). Similarly, parameter 
64 is unaffected by parameters 14, 15 and 16. 

65 

Enabling parameter 65 causes the terminal discon- 
nect from the data set when no data has been 
transmitted or received for three (3) minutes. 

66 

Enabling parameter 66 allows the terminal to 
operate in half duplex (code 11) or half duplex 
with reverse channel (code 12) without the use of 
line turnaround characters. 

67 

Enabling parameter 67 when configured in one of 
the half-duplex modes allows for the transmission 
of the sequence CR — 1st configured LTA 
character upon depression of the RETURN key on 
the keyboard. If code 66 is also selected, the LTA 
character will not be transmitted, but the Model 
820 will revert to idle mode and wait for incoming 
received data or more keybaord entries, after the 
RETURN key has been actuated. If code 86 is 
selected in conjunction with code 67, and code 66 
is not enabled, the sequence CR, LF, LTA will be 
transmitted. This parameter is inactive in full- 
duplex modes. 

Answerback Memory Parameters 
70 



RETURN 



Entering parameter 70 followed by 
places the answerback memory (ABM) in program 
mode. The TSBS will display u Q !, indicating 
that the first character of the desired answerback 
message may be entered from the keyboard. The 
character count advances, up to a maximum of 
21, as each character is entered. Messages of less 
than 21 cha racters may be terminated by ac- 
tuating the IHERE ISl key. W hen the 21st 



character has been entered or the IHERE ISl key 
depressed, the TSB display advances to the next 
enabled configuration code. 



The key stroke sequence [7] (0] [RETURN I 
HERE ISl disables the ABM and erases any 
message previ ously programmed. The se- 
quence \T\ [0] [DELI sets configuration error 
status. Code 70 is not displayed when the con- 
figuration is scanned by activating 
the I TAB I key, whether or not an ABM is pro- 
grammed. 
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71 

Parameter 71 enables automatic transmission of 
the answerback message when answering or 
originating a call. 

72 

Parameter 72 enables printing of the answerback 
message when the ABM is transmitted on line 
with local copy enabled or when the local con- 
figuration report is printed. 

Optional ENTER Key Parameter 
80 

Entering parameter 80 followed by [RETURN l 
places the ENTER key into program mode if your 
Model 820 KSR is equipped with the optional 
numeric keypad. The TSD will displayuUi , in- 
dicating that the first character of the desired one- 
to-three character ENTER key message may be 
entered from the keyboard. The character count 
advances, up to a maximum of three, as each 
character is entered. Messages of less than three 
char acters ca n be terminated by pressing 
the [HERE IS] key. When the th ird character has 



been entered or the [HERE IS I key depressed, 



the TSD advances to the next enabled configura- 
tion code. 

Terminal Parameters 
81 

Setting of parameter 81 enables the terminal con- 
troller to recognize and act upon ESCape se- 
quences received from the communications line 
interface. 

82 

Setting of parameter 82 causes local printout of 
transmitted data, regardless of the duplex com- 
munication mode configured. 

83 

If parameter 83 is enabled the terminal transmits a 
"busy" signal when the received data buffer is 
within 256 characters of overflow followed by a 
"ready" signal when fewer than 256 characters re- 
main in the buffer. "Ready" and "busy" depend 
upon the transmission mode: 

• Full duplex 

Busy— DC3 transmitted 
Ready— DC1 transmitted 

• Half duplex 



No response possible 

• Half duplex with reverse channel 

Reverse channel (circuit SCA) OFF at 
busy. If carrier is still being received and 
no line turnaround character has been 
received at ready, turn circuit SCA ON 
and continue operation. 

If Data Carrier Detect has switched OFF 
before ready, turn on Request to Send; at 
ready or when reverse channel (circuit 
SCF) turns on, whichever comes later, 
transmit the first programmed line 
turnaround character and turn off Re- 
quest to Send. 

• Half duplex with reverse channel, no LTA 
operation 

Turn SCA OFF at busy and ON at ready. 

The status of configuration parameter 83 has no 
effect on the ready/ busy signal provided on circuit 
SCF in the transmission modes selected by 
parameters 14, 15 and 16. Similarly, parameters 
14, 15 and 16 have no effect upon the operation of 
parameter 83. 

End of Line Function 

Two on-off parameters provide a choice of im- 
plementations of "new line" operation. If both 
parameters are disabled, printer operation is con- 
ventional; that is, a CARRIAGE RETURN/ LINE 
FEED sequence is required to initiate a new line. 

Conventional operation (both new line parameters 
disabled) is the default condition. 

84 

New line on LINE FEED — printer responds to 
receipt of LF character by performing carriage 
return and line feed. 

85 

New line on CARRIAGE RETURN-printer 
responds to receipt of CR character by performing 
carriage return and line feed. 

86 

Setting of parameter 86 causes the control 
characters CR and LF to be generated with every 
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depression of I RETURN I . 



minal in 8 LPI line spacing. 



87 

Setting of parameter 87 causes all control 
characters to be printed, using the character font 
of Figure 9-1, to enable analysis of incoming data 
streams. The control functions normally 
associated with these characters, including printer 
control functions, will not be performed . 

88 

Parameter 88 provides a means of locking the 
printer in compressed print mode to prevent in- 
advertent changes of horizontal pitch. 

89 

Parameter 89 sets the absolute right margin at col- 
umn 80 to prevent inadvertent printing beyond the 
right edge of the form when the 820 is used in a 
network of 80 column format terminals. 

91 

Parameter 91 provides a means of locking the ter- 



92 

Parameter 92 enables the automatic perforation 
skip feature. When enabled, the top margin is set 
at line 3 and the bottom margin is set one line from 
the bottom of the form. This provides a 3 line per- 
foration skip. Note that if this parameter is ena- 
bled, the minimum form length is 2.54 cm (1 inch). 

93 

Parameter 93 sets the absolute print line length to 
8 inches; that is, 80 characters at 10 CPI and 132 
characters at 16.5 CPI. 



96 

Parameter 96 causes DC3 to be transmitted when 
a paper out or carriage jam condition occurs; DC1 
is transmitted when the fault is cleared and the 
RESET key pressed. Parameter 96 is functional in 
full-duplex communication modes only. 
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Appendix C 
Model 820 KSR Specifications 



Power Requirements 

Voltage: 90-130 Vac, 47-63 Hz, single phase 
180-260 Vac, 47-63 Hz, single phase 

Power: 50 VA max., idle 

75 VA average printing 

150 VA max., executing form feed 

Physical Dimensions 

Size: 660.4 mm (26.0 in.) W x 533.4 mm 

(21.0 in.) D x 209.5 mm (8.25 in.) H 

Weight: 18.64 Kg (41 pounds) excluding op- 
tions 

Acoustic Noise 

Level: Less than 65 dB (A weighted) 

measured 0.9 meters (3.0 feet) 
directly in front under free field con- 
ditions while printing at 150 
characters per second. 

Environmental (Operating) 

Temperature: 5 ° C to 40 0 C 

Relative Humidity: 5% to 90% (no condensation) 

Altitude: To 3046 m (10,000 feet) 

Printer 

Method: Wire matrix impact 

Speed: 150-cps 

Pattern: 9 x 7 dot matrix 

Character Set: 95 ASCII plus 33 control character 

graphics plus parity error symbol 
Characters Per Line: 132 maximum 



Character Spacing: 10 per 25.4 mm (1 in.) 
Character Spacing Tolerance: True position 

± 0.01 mm (0.0004 in.), cumulative 
Line Spacing: 6 or 8 per 25 mm (1 in.) 
Line Spacing Tolerance: True position ± 0.25 mm 

(.010 in.), non-cumulative 
Paper Drive: 2 Pinfeed tractors (4 pin) 
Paper Feed: Rear and bottom 
Paper Width: 76.2 mm (3.0 in.) to 377.9 mm 

(14.875 in.) 

Paper Type: Continuous feed, fanfold, or multi 

part (original + 5 copies) 
Ribbon: 54.8 m (60 yards) or 36.58 m (40 yards), 

auto reversing 
Line Feed Time: 33 milliseconds 
Paper Slew Rate: 190.5 mm (7.5 in.) per second 
Adjustments: Forms width and thickness 
Form Length: Programmable up to 355.6 mm 

max. (14 in.) 
Detection: Paper out, carriage jam 

Controls and Indicators 

• Operator Control Panel: 

LINE/STANDBY/LOCAL switch 
RESET, FORMS Alignment 
pushbuttons 

FORM ADV, LINE ADV pushbut- 
tons 

Terminal and Communications Line 
Status Indicators 

• Other Controls: 

Typewriter keyboard 
Power ON/OFF switch 
CONFIGURE/OPERATE switch 
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Communications 



Identification: 21 -character answerback memory 



Interface: EIA RS-232-C 

Type Transmission: Asynchronous 

Code: USASCII 

Speeds: 110, 200, 300, 600, 1200, 2400, 4800, 
9600 

Modes: Full duplex, half duplex, half duplex 

w/ reverse channel 
Parity: Transmit odd, even, mark, space 

Check odd, even, none 
Receive Buffer: 1280 characters 
Line Control: Auto answer, auto disconnect, 

printer ready/busy 



Option Features 

Printer: Compressed print (16.5 characters-per- 

inch, 218 char/ line max.) 
Control: Device/ Forms Control 
Interface: DC current loop 

Configuration: 

User specifiable default parameter sets (Up to 
8) 

User specifiable protected parameter sets (Up 
to 8) 

Protected answerback memory. 



Appendix D 
Operator Reference Cards 



ii. 



hi. 



IV. 



v. 



MODEL 820 KSR 
OPERATOR REFERENCE CARDS 

INTERPRETING 3-DIGIT DISPLAY FUNCTIONS 
PRINT COLUMN/CURRENT LINE INDICATOR 



Next Column to be printed 
(001-218) 
or 

Current Line number 
(01-99, 100-112) 
(Note: Line or Column display selected by DFC command) 



STATUS (DISPLAY FLASHING) 

Indicates an error or special mode 
See status codes 



CONFIGURATION MODE 



Indicates configuration mode 
See configuration codes 



PROGRAM ANSWERBACK MEMORY (ABM), LINE TURNAROUND (LTA) CHARACTER(S); OR 
ENTER KEY 



Indicates in configuration mode and programming ABM, LTA, or 
ENTER 



INDICATOR TEST 



8 


8 


8 







Indicates the next character position to be programmed 
(21 max for ABM; 3 max for LTA or ENTER) 



Indicates test is in progress 

KEYBOARD CROSS REFERENCE 
(UNLABELED CHARACTER GENERATION) 





GENERATED 


UNLABELED 


BY 


CHARACTER 


CONTROL + 




CHAR KEY 


ACK 


F 


BEL 


G 


BS 


H 


CAN 


X 


CR 


M 


DC1 


Q 


DC2 


R 


DC3 


S 


DC4 


T 


DLE 


P 





GENERATED 


UNLABELED 


BY 


CHARACTER 


CONTROL+ 




CHAR KEY 


EM 


Y 


ENQ 


E 


EOT 


D 


ESC 


\ 


ETB 


W 


ETX 


C 


FF 


L 


FS 




GS 


i 


HT 


I 


LF 


J 





GENERATED 


UNLABELED 


BY 


CHARACTER 


CONTROL+ 




CHAR KEY 


NAK 


U 


NUL 


[ 


RS 




SI 


O 


SO 


N 


SOH 


A 


STX 


B 


SUB 


Z 


SYN 


V 


US 


- (minus) 


VT 


K 
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INTERPRETING A FLASHING DISPLAY 



A long bell tone followed by a flashing display indicates a status code is present in the 3 digit display. 
These codes are prioritized in ascending numeric sequence (i.e., 00 highest priority; 39 lowest) and the 
highest priority code is displayed. The next highest priority code will be displayed after clearing the 
higher priority condition until all conditions are cleared. 



DISPLAY FLASHING 



u 
i 



This symbol indicates that the displayed information is a 
status code. 

These identify the specific status code. See the table 
below. 



STATUS CODES 



TYPE 


CODE 


DEFINITION 


ACTION REQUIRED 


1 




POWER UP FAULT 






00 


RAM memory fault 


Equipment problem: cycle power. 




01 


ROM memory I fault 


If condition repeats, call for 




02 


ROM memory II fault 


service. Error indication may 




03 


Nonvolatile memory fault 


be cleared by depressing reset* 


1! 




OPERATOR CORRECTABLE 






10 


Leaving Configure mode 


Program LTA character, enable 






with half duplex set, but 


operation without LTA, or enable 






no LTA specified 


full duplex 




11 


Carriage Jam 


Clear Jam and depress RESET 




12 


Paper Out 


Load paper and depress RESET 


Ill 




ABNORMAL COMMUNICATIONS 






20 


Clear-to-send time out 


Depress RESET** 




21 


Loss-of-carrier time out 


Depress RESET** 




22 


Wrong number time out 


Depress RESET** 




23 


Receive buffer overflow 


Depress RESET*** 




24 


Parity Error 


Depress RESET or change parity*** 




25 


Transmit Buffer overflow 


Depress RESET*** 




26 


No activity time out 


Depress RESET** 


IV 




SPECIAL OPERATING MODE 






30 


Keyboard lock 


Depress RESET or local mode 




31 


Printer off 


Depress RESET or local mode 




39 


Test in progress 


Depress RESET to terminate test 


V 




OPERATOR ERROR 
Invalid ESC sequence from 
keyboard due to improper 
syntax or configuration 
conflict 


Depress RESET and type valid 
command sequence 



*Clearing of error indication may allow terminal operation. 
**Automatically reset when Data Set Ready turns on. (Repetition could indicate Data set failure.) 
***Automatically reset when status report transmitted. 



INTERPRETING INDICATORS 



STANDARD INDICATORS 



COMMUNICATION 
MODE 


CARR R( 


2V Indicator 


LINE RDY Indicator 


ON 


OFF 


FLASHING 


ON 


OFF 


Half Duplex 


Ready 
to 

Receive 


Receive not 
ready; 
transmit 
available 


In standby 

or 
transmit 
requested 
but not 
ready 


Comm 
line 
ready 


Comm line 

not 
connected 


Full Duplex 


Receive not 
ready; 

no 
carrier 


In standby 
or 

transmit 
not ready 



OPTIONAL INDICATORS 



INDICATOR 


OPTION 


CONDITION 


EXPLANATION 


ALTN. Char 


APL 


ON 
OFF 


APL character set selected 
ASCII character set selected 


Alpha Mode 


Katakana 


ON 
OFF 


ALPHA mode selected 
KANA mode selected 



INTERPRETING THE AUDIBLE SIGNAL 



SIGNAL 


EXPLANATION 


Short Tone 

(1/12 sec) 1 
or 2 

or 3 


ASCII BEL character has been 
received 

A configuration command or 
locally entered ESC command 
has been accepted. 

Power-up test has been com- 
pleted successfully 


Repeated Short Tones 


Invalid attempt to initiate or 
terminate CONFIGURE mode 
operation (check LINE/*/LCL). 


Long Tone 
(1 sec) 


A new status code has been acti- 
vated or an invalid configuration 
parameter or ESC sequence 
entered. 
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FORMAT COMMANDS 



ENTERING COMMANDS 

Place LINE/«/LCL Switch in LCL or • (standby) position. 

Enter commands from keyboard. _____ 

All command sequences originated by depression of | ESC [ key. 

Successful execution of command signaled by short (1/12 second) bell. 

Invalid command, due to syntax or configuration conflict, signaled by flashing symbols ( D D If ) in 
display and long (1 second) bell. 



VERIFYING THE FORMAT 

Printed report initiated by: 

Place LIN E/»/LCL s witch in LCL or • (standby) position 
Depress | CTRL | | SHIFT | | 5 | keys simultaneously 

Report printed in the following format: 



AAA; BBB; CCC; DDD; EEE; F; GG where 



AAA = form length in lines (001-112) 

BBB = left margin column number (001-218) 

CCC = right margin column number (001-218) 

DDD = top margin line number (001-1 12) 

EEE = bottom margin line number (001-112) 

F = number of lines per inch (3 = dbl space 6LPI, 4 = dbl space 8LPI, 6, 8) 

GG = number of characters per inch (05 = EXP 10CPI, 08 = EXP 16.5CPI, 10, 16= 16.5) 



Tab stops are verified by depressing: 



I TAB , ,fbr horizontal tab stops, or CTRL [ [ K [ for vertical tab stops 



Read line or column number from 3 digit display 
Repeat for each tab stop set. 



LINE OR COLUMN DISPLAY FORMAT 

Next Column to be printed 
(001-218) 
or 

Current Line number 
(01=99,100=112) 
(Note: Line or Column display selected by DFC command) 



TABLE OF LOCAL COMMANDS 

BASIC COMMANDS — (Available On All Terminals) 



FUNCTION 
TYPE 


KEY SEQUENCE 
| ESC | followed by: 


DEFINITION OF 
COMMAND 


FORM 
SIZE 


5 0 □ 

Dd CD 
H 0 □ 


FORM LENGTH = N (N = Number of lines; first 
line of form = present; clear top and bottom 
margins. 

FIRST LINE OF FORM = present . 

LAST LINE OF FORM = present clear top and 
bottom margins. 







I 










1 


M 

Li 




1 




o 

1 
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TABLE OF COMMANDS 

ADDITIONAL COMMANDS (Available with DFC Option) 



FUNCTION 
TYPE 


KEY SEQUENCE 
|ESC 1 followed by: 


DEFINITION OF 
COMMAND 


DISPLAY 
CONTROL 




LF 
SP 




DISPLAY CURRENT LINE NUMBER 
DISPLAY NEXT PRINT COLUMN NUMBER 


FORMS 
MARGINS 




6 
DEL 

7 
DEL 

T 1 

DEL 

9 
DEL 

"IT 1 


0 

8 

LU 


SET LEFT MARGIN at present position 

SET DEFAULT LEFT MARGIN 

SET RIGHT MARGIN at present position 

SET DEFAULT RIGHT MARGIN 

SET TOP MARGIN at present position 

SET DEFAULT TOP MARGIN 

SET BOTTOM MARGIN at present position 

SET DEFAULT BOTTOM MARGIN 

SET ALL MARGINS AT DEFAULT VALUES 


HORIZONTAL 
& VERTICAL 
TABULATION 




1 
2 
3 
4 




SET HORIZONTAL TAB STOP at present column 
CLEAR HORIZONTAL TAB STOP at present column 
SET VERTICAL TAB STOP at present line 
CLEAR VERTICAL TAB STOP at present line 


HORIZONTAL 
PITCH 




0 

> 
< 




SELECT EXPANDED 10 CHARACTER PER INCH 
(effective 5CPI) 

SELECT EXPANDED 16.5 CHARACTER PER INCH 
(effective 8.25CPI) 

SELECT 10 CHARACTER PER INCH printing 
SELECT 16.5 CHARACTER PER INCH printing 


VERTICAL 
PITCH 




z 


I 
I 


SELECT DOUBLE SPACING 6 LINES PER INCH 
(effective 3LPI) 

SELECT DOUBLE SPACING 8 LINES PER INCH 
(effective 4 LPI) 

SELECT 6 LINES PER INCH spacing 
SELECT 8 LINES PER INCH spacing 


FORM 
MEMORY 


1 1 1 1 

□ a 
0 0 


STORE FORMAT PARAMETERS In nonvolatile 
storage location N{N - 1 or 2) 

RECALL FORMAT PARAMETERS from storage 
location N{N = 1,2); top of form = present 

LOAD DEFAULT FORMAT: top of form = present 
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CONFIGURATION CODE SELECTION 



DIRECTIONS: Place LINE/*/LCL switch to LCL 
position 
Place CONF/OPER switch to 
Configure position 



The terminal will enter Configure 
mode and display information in 
format shown: 



3 
L 



O 
i 



This symbol indicates the terminal is displaying a 
configuration code. 

Identifies the specific configuration code. 



To ACCEPT displayed code and a dvance to next 
parameter, momentarily depress 1 TAB 1 



To CHANGE paramete r (01-39), en ter digits and 
momentarily depress I RETURN I 



To ENABLE parameter s (60-93), en ter digits and 
momentarily depress I RETURN I 



To DISABLE parameters (61-66; 71-93 ), enter 
digits and momentarily depress 1 DEL 1 

To PROGRAM parameters (60, 70, or 80), see 
Note (2) 

To TERMINATE CONFIGURE MODE, place 
CONF/OPER switch to Operate position. 
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Configuration Code Selection 



Code 


Meaning 




Predefined Configuration Selection (One Only) 




01-08 i 


Select corresponding predefined configuration set (option required) 




09 


Select standard default configuration set 






Communication Mode Selection (One Only) 




11(1) 


Half duplex 




12(1) 


Half duplex with reverse channel 




13(2) 


Full duplex (For type 103, 113, and 212 data sets) 




14 


Full-duplex reverse channel ON for ready (console mode) 




15 


Full-duplex reverse channel OFF for ready (console mode) 




16 | 


DC Current Loop (option required) 


. — — 




Transmission Rate Selection (One Only) 




21 


110 baud 




22 


200 baud 




23 


300 baud 




24 


600 baud 




25 


1200 baud 




26 


2400 baud 




| 27 


4800 baud 




28 


9600 baud 




29(2) 


300/1200 baud (For 212 data sets with autoselect option) 






Parity Selection (One Only) 




31 


Transmit odd parity, receive parity checkoff 




32(2) 


Transmit even parity, receive parity checkoff 




33 


Transmit odd parity, indication on receive error 




34 


Transmit even parity, indication on receive error 




35 


Transmit odd parity, indication plus printed symbol on receive error 




36 


Transmit even parity, indication plus printed symbol on receive error 




37 


Transmit mark parity, receive parity checkoff 




38 


Transmit space parity, receive parity checkoff 





Notes: 

1 . Half-duplex operation: Configuration codes 1 1 and 12 should be selected only when operating with true half-duplex 
data sets such as the Bell 202 series. 

2. Designates standard default parameter set. 
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Configuration Code Selection 



Code 


Meaning 




Line Control Parameters (No Limit) 


60(3) 


Program line turnaround characters for half duplex 


61(4) 


Enable fail-safe disconnect 


62(4) 


Disconnect on receipt of EOT 


63(4) 


Disconnect on receipt of DLE EOT 


64(5) 


Fnahlp nanpr nut or rarrianp iam Hi<smnnprt 




Fnahlo no aptiwitv Hicpnnnor't 
ci iduic nu duuviiy uiai-ui ii icui 


66 


Enable half-duplex operations without line turnaround character 




Transmission Control Parameters (No Limit) 


70(3) 


Prnnram a-nswprhark mpmnrv (ARM) 


71 (4) 


Auto-triaapr ABM on ronnpption 


72 


FnahJp nrintinn nf ARM pnntPntQ /I or»al pnnfini iratinn re*r\nr? nr rnrlo 

l_l IdUIC }Jfl II 1 III iy Ul rAD IVI \s\Jl 1 ICI 1 lo \L»Uvsdl UUI MiyUldUUN 1 "UUI I Ul UUu" \J*-i 




i^iiiiiiiai wUi i u ui v eif ai i its itsi & vivu ljiiiiu 


son) 


FVnnram FMTFR r\v\ mimorip naH l^ntinn ronriiiroril 
riuyidiii tiM i cn un iiuiiiciii. udu \uuuun ikljuiicju/ 


81 


Fnahlp rpponnitinn of Hpx/irp anri format rontrol PQP ^pnnpnrp 




fnmmanHc from the* rnrnmi inipatinn lino /r^FP nntion r<sniiiroH\ 
<**ui i ii i lai iuo 1 1 ui 1 1 iiiG uui i ii i iui iivsduui i line \\jv\* uuuun 1 CU, U 1 1 CM / 


Ob 


Fnahlo Inpal rnnu of trancrnittoH Hata 
li lauic iui*di \s\j\jy yi Udi loiimicu uaid 


QO 

oo 


Trancmit ri nr RRFAI^ nn nrintor hi ic\/ f*^P1 an marlv/ 
ildllolllll L/V-»0 Ui DntniX UN UNNltJs UUoy, ! UN lodUy 


84. 


Pin MF\A/ I IMP on roppint nf I P pharaptiar 

U/U IMCVV L.IIMC UN ICUCIUI Ul L.I 1>I IdldLlUl \ 


QU 


T\c\ MP\A/ I IMF nn rtappint nf PR rharartor 

U\J IMCVV LIIML UN ICUCIfJl Ul w n UlldldUld 


ou 


Trancmit PR I F \A/hon "RFTI IRM" ic artix/atorl 
I idiioiiiK v^n L.I WNtJii nti UniM lo dOUVdlCSU 


87 


Print all controls characters 


88 


Set compressed print only (compressed print option required) 


Oft 


Set absolute right margin at column 80 


91 


Set 8 line/2.54 cm (inch) only 


92 


Enable auto perforation skip over 


93 


Set absolute printed line length of 8 inches 


96(6) 


Transmit DCS on paper out or carriage jam, DC1 when fault is cleared and RESET pressed 




(full duplex only) 


~l ~\ 


Invalid configuration code has been entered 



Notes: 



3. Programming the line turnaround (LI 'A) character! s), answerback memory (ABM), and ENTER key (on optional 
numeric pad): The LTA, ABM, and ENTER programming sequences are initiated by typing "60", "70", or "80" 
followed by RETURN, Any sequence of the 128 ASCII characters may now be typed. The programming sequence is 
terminated automatically upon entry of the last character (3 max for LTA and ENTER, 21 max for ABM); if fewer 
than the maximum number of characters are used, the programming sequence may be terminated by pressing 
HERE IS. The sequence "60" (or "70" or "80"), RETURN, HERE IS erases the corresponding parameters. 

4. Valid only when parameter 11, 12 or 13 is enabled. 

5. Valid only with parameter 11, 12 or 13 enabled if ROM set 03B/04B, 05B/06B or 07B/08B is installed. Valid for all 
communication modes if higher numbered ROM set is installed. 

6. This feature is not available with ROM set 03B/04B, 05B/06B or 07B/08B installed. 
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